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ATLANTA AND GEORGIA OPEN ARMS TO LINDBERGH 
IN GREATEST DEMONSTRATION EVER SHOWN HERE 


Elder Dares Death To Beat Rival in Sea Race Mills Pack | 
PERILOUS COURSE 


SMITH WILL WIN | : a" ‘rane sna cree STREETS I0 GREE! | 
PRESIDENCY RACE, ||_ Lindy Rides Through Atlanta’s Cheering Thousands 

TAKEN BY PLANE 

AGROSS ATLANTIC 


“ro eaatara, HERO OF ATLANTIS 
sepseigos we Taga __ IN MAYOR'S RACE 
No Word Received From 


'James W. Gerard, ambassador to 3, Sie Ry fs 4 / geome ee ee & See ee > |. 2, sr | Lodge, former president of the De-| Flier Makes Plea for 
Ship Many Hours After: 
Departure From Roose- 


| Germany under the Wilsoy adminis- troit city council, uncle of Colonel 
Aviation in Speech at 
velt Field. 


tration, predicted today upon his re- Charles A. Lindbergh, trans-Atlagsic 


turn from a trip to Europe that Gov- - ' ste or 

srnor Smith of New York will re- flier, and Major John W. Smith . 

ceive were nominated as candidates for) Grant Field B e fo re 
Crowd of 20,000. 


MASSES ORDERLY, 
AVIATOR ASSERTS 


see - lU 


Visits Veterans’ Hospital 
"’| and Decorates Monu- 
ment for War Dead at 
Pershing Point. 


added. 
the republican 
Dawes.” 


Qa 


LOST 
BLAZE 


ute 
nate 


GIRL IS CARRYING 
TOY CAT MASCOT 


sxpreaesContdece in 93-0U OUD 
Ability To Make Trip in AS PRE Ay 
HITS OUEAN GITY 


Safety; Sends Thanks 
to Well-Wishers. 
Houses Are Dynamited 
in Order to Save New 
Jersey Resort From De- 
struction by Fire. 


—-— 
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New York, October 11.—(United 
News.) —Somewhere out over the At- 
lantie ocean tonight Ruth Elder, the 
flying flapper, was assumed to be | 
hurtling through space at 100 miles. 
en hour toward Paris and the glory | 


; 
i 
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NORRIS PROMISED Liquor Ruined Lindy, Tired, |DEATH DEMANDED 
SUPPORT IN RAGE svt. core Pays Penalty roy winnw aca 


a a ee 


= —-— -- --— + rp 


and 
we 


God 
there 


upon 


get 
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. 
BY SAM LOVE. BY JACK DEAN. . 
podrome, Normandie office building, . New York, , October. 11.—( United As early morning mists swept Min 
the Strand, Colonial and Colony mo-| Washington, October 11.—()— | News.)—-The question of how much} eola, N. Y., flying field one day last | 
tion picture houses, the Senside and) while Senator Norris, of Nebraska, iS; whisky a beautiful blonde opera star) May,.an unknown, solitary mail pi- 


* . ANK L.. s . ; 
(By beased Wire to The Constitution and 
The Chicago Tribune. ) 


“May's Landing, N. J., October 11. 


Strand hotel, Arcadia enfe, the Hip- 


Ruth Elder eraned her neck from be- 
hind Haldeman to watch their giant 


> 


Bee 


'ern agricultural states, those partici-| in city court today. | 


were Of nating in republican conferences here | 


PILOT, IS BANKRUPT 
STATES PETITION 


New York. October 11.—(4)—An 
involuntary petition in bankruptcy 
against Bert Acosta, a pilot who aec- 
eompanied Commander Richard E. 
herd on his flight to France, was 
filed in federal court in Brooklyn) 


| ceive the democratic national nomina- 
ak Of bli il |mayor, returns from today’s munici- 
eil—and tha re «60rrepublicans. wi | 
nominate Vice President Dawes. [ares 
indicated. Both men are republican. 
Hughes could not carry New York Smith and Lodge led the five other 
co i Saga ey Beng war er pt | increasing as returns came in. The| 
publican party won't nominate Hoo- election occurs November 8. | 
ver because they do not like an ef- Mayor Smith conducted a vigorous | 
'eampaign for reelecti while Lodge | 
“However,” the former diplomat : — - an nv et ; Sore 
“T think that at the last min- 'consistent with his policy o et the 
will momi- ‘office seek the man,” made 
speeches, platform or promises. 
Bearing the good will and best 
Atlanta people, Colonel Charles A. 
Lindbergh, America’s intrepid hero of 
the air, will leave here early Wed- 
nesday morning in his plane, the 
“Spirit of St. Louis,” for Spartanburg, 
S. C., after enjoying a day of triumph 
is: cite on any visitor. 
° With the daring flier, whose feat 
Ty | a 
City and State Notables of crossing the Atlantic electrified the 
a . : toge & Gather at Banquet to) world. will go memories of a crowd 
the first woman to spar a : 
Atlantie by air. Pay Respects to Colonel. ,;;, to thé Veterans’ hospital; of a 
With a. Coney Island doll under | came spon- 
| ‘taneously from an admiring and en- 
on her pretty. lips, the 23-year-old | ee ae | thusiastie people and of a day of or- 
wrectetgd anol se ena ee Ocean pace f te J. one aap k Atlanta’s warm and cordial wel-| derly conduct which he, himself, de- 
mos iAZATaOUS OL fF Pans~4 yd | The ire which ravage cea y ” herlan | ; .| clar ras j i 
flights from ‘Roosevelt field at 5:04) sa was reported under control at come to Colonel Charles A. Lind-| clared was the best order maintained 
tarring accidents wee? = hag 4 avenue were dynamited in +g to came to a brilliant climax Tuesday | visited on his present tour. 
hrought death to no less than six of} op 001. sh of flames. The loss Se eR, Bae . ee ; Behind him the famous ftvi ae 
tr predecessors, Miss Elder at mid-| _ See score gent £3.000,000, | aa ‘ wi ” ets . ee ss Paes  * = Ps $ 89 % co Pe SP Pa . ms ‘ ; j Ss % | night ” the Ansley avin age cae i of nces ail Nn el = yo : 
night would have covered more than)  yfayor Joseph Champion stated that we FS kk EE 2 ENS Se Be a oe e.° amen | business, secial, and official | oe = eee ee 
| cee ae & se ee i ee ee i ee ” a eae $B BEERS SORE | ‘leaders of the city’s manifold activi- | 54s¢ but Ohe that bristled with prog- 
j I ig h f. walk vcarage when the fla mes con- a bs 58 ' . ; beasties ee : RRR GE ON ' 
: ; ‘ iD | a Nig oe | Res oe Da * Se RRR chr OR RRR OR Bests. ARAN SOR CON Se . ; 
hag info on mient lend One Soe sumed that Apecametn a ss SER Ss LN aaa os SES Rn GANG. eESUE ERG wes | heard the world-aceclaimed flier talk thoughts to the practicg! side of aeroes | 
radios were flashing ot > samer: | apid spread o e fire, : ; pgs ! _ ; 
ican Girl's call letters, WPAG, in hope | Shortly after 11 o'clock the blaze| Pholo by Georse Cornett, Staff Photographer. | af the vast progress of aviation and | nautics. He told them to do practiedl — 
| | ‘the creat forward steps that are eer- | things, to build airports and ‘to 
Although the gor . Agen mae tel, at Tenth street and the boardwalk, . patronize the air lines that are estab- 
sending ¥ ) » 2 es, its | ner , beter 5 T ; wr , a : 
nending Fadius OF omy ee ot. of | 20d many firemen were set to work umphal procession luesday through the downtown section. of. Atlanta. The picture was made at Peachtree and Forsyth streets.; fore than 300 of the city’s most 
receiving instruments at | ; 'in an effort to save that structure, rt Pp ae d “ates ( | e| 1h | sitt | | ‘hack ‘ - i ‘ ee ‘ | : 
nicking up messages from stations the largest hotel in the city. ile el! TOW . in Ica es AO one ANC erga Sit Ing avdOovVeE: the yack Seat of his Car, from which vantage port he waved a constant response | prominent people joined in bestowing . held out the hope to any progressive 
The bi Pahaat ¢. -witeck to the cheering throngs. ‘The. procession was en. route to’ Pershing Point where the flier laid a wreath on the monument to: Atlanta’s | the official welcome of the city and/| city that it can get ahead in aerial 
raN ‘he blaze started about ¢ o clock! war dead : I state on the visiting hero. ‘The story | transportation by providing. properly 
FLIERS ARE_ CONFIDENT and firemen summoned from half a . ; State on the visiting hero. veneer | ' . 
FLIGHT WILL SUCCEED. dozen nearby seashore resorts believ- Ape 
= hag ag semen 4 | ed they had it well in hand after it Lindbergh in flying alone from New) *ud by providing commerce for the 
itty nse Ww ie C titutio an : ee A e . t . 
by Lea Be, Samet oT acanr guna _ | had heaped ee York to Paris was told by speakers. lines that will use them. He predict- 
New York, October 11,—Ruth El-| Seventh and Tenth streets anc : They told of the pleasure of the city ed shat commercial airlines soon will 
der, bravest of the fair and fairest} boardwalk and Wesley hk Ag a | sad ahate tie tennesine Gide Mole gates | be in operation in the skies like com- 
of the brave, hit the Lindbergh trail | o'clock the blaze shot back inte Cen : st: g s 
The flying egy eens — nd Egg eo agus Kea or ag ere: | flying experience in Sumter county, Hgts ge the ars 
Coney Island doll in her arms, and a. whe é Georgia. They told of the interest of Never before in Atlanta was such 
laugh on her lips, slipped into her | A large number of hotels, moving Sa S$ Com an | or Renown ad G ia in the adv a reception as the one accorded Lind- 
plane und zoomed away to the east-| Picture houses, shops, ro@ming houses the people of Georgia in the advance- aC s Lit 
| 3 M Cl _ ment of aviation and told of the|bergh. The courageous flier, piloting 
iis 2 10:30 p. m. Mayor lampion an- AE fe aman - —awy 
were = } ° ° 
Fy ale a f e, nounced that the loss up to the hour ‘ ” ‘ | ? | . xy) @ brimess he nth 2 Me. in Aare step nl ad a, se s ; 
etl depend ee et eeris cared $2000 000 and teat i, Leading Progressive Sen Judge Will Pass on Affects'Conqueror of Atlantic Is) Said Stolen by Murder- —\ ae come 3 ‘the landing field at Hapeville in what 
there,” blaze still was spreading. | ators Ready To Aid Him | of Scotch on Singer’s W earied by Constant | er Found on Chicken e ee ee ee Pe ee prettiest landiugs they had ever seen, 
. ‘ors resi © WAS § g ‘ | Ile was ¢heered by crowds at the 
leather helmet over her brown bobbed Phe arent ni “entre lin. ng a Raiser. | | 
enris as her co-pilot, Captain George | thase destroyed. Other buildings burn- | : 3 A : ¢ | of 20.000. Leating his plane and 
hich w Ined at $600,000; the tial Primaries. hoarding an automobile; he was driven 
prop whirred. The motor roared,; Wiech, Was vyaied AL BAN, ’ throuch College Park, East Point, 
through the downtown business sec- 
Veterans’ hospital and all the way 
ager antl , | was acclaimed by the cheers of more 
| Shelton baths, Crowes green houses | hesitant about entering the presiden-; can drink without “flatting” was un-| lot detached himself from a group of) Although held without bail on the: rt ' 
aE these streets. 
| walk. Many other buildings were bad- | | Vi 
| oo, ; 1: i cas isits Hospital. 
ly damaged. ver monoplane, turned to grin a boy- | Fhompson Lilliendahl is still prone Fe Fe M my hospital he ancl 
Affidavits in a suit before the jus-| ish grin at the crowd. But in his eyes| of being released from the Atlantic; ontractors rom any). few minutes with the shell-torn 
firs ~ to ; , 
Sich ~ etch ane Sargeras , / were unanimous today in a declaration | | . 
oes Clye) Weeeeece ite Sine qneror. He waved. A motor roared | | r | oi 
‘him in any state in which he will| im 4 teacupful three ithe date set for her trial. <A _ report | Continued on Page 3, Column 6 
lars’ worth of valuable merchandise ‘ 
The Weather 


tion for president—and will be elect- 
pal mayoralty non-partisan primary 
“T am sure,” Gerard said, “that 
against Smith. I think there is ab- i candidates by substantial majority, 
i FINAT TRIBUTE wishes of hundreds of thousands of 
‘never before bestowed by the people of 
Bt Semee that stretched 15 miles from Hape- 
; ? day of plaudits which 
her arm and a smile of confidence | Lindbergh. 
Pp. m '11 o'clock tonight. Houses on Central bergh, America’s hero of the air,| in any of the 75 leading cities he has 
700 miles of the perilous 4,000-mile| 4, explosion of gasoline in the board- aes : 
: ities sat around a banquet table and/ ress. He told the people to turn their 
of picking up news of her progress. | had eaten its way to the Flanders ho- Th i ; : , , 
. ; e above view shows only a small 0 y ar 's Ti - is tri- 
iy 1all portion of the crowd that lined Colonel Charles A. Lindbergh’s line of march during his, tri- | wt 45 he eakew inthe hear future. ) 
lished for Commercial purposes. He 
thousands of miles away. Other Resorts Aid. 
of the marvelous achievement of | efuipped airports and landing fields 
_had swept the district bounded by 
for Paris. today at 5:04 o'clock. | tral avenue, one block north of Wes- > the filet whe chtatned bie fant! mercial transportation Jines are in 
ward with little fuss. Her last words | 22d private homes were destroyed. At 
heart throbs of joy that beat in the | his “Spirit of St. Louis,” glided to 
She clapped n grease-stained Mayor's Home Destroyed. ae : | j 
if He Enters Presiden- Voice. Round of Acclaim. fiell that totaled in the neighborhood 
Haldeman yelled, “Contact!” The, ¢d included the Normandie _ hotel, 
BIL)S (PEN TODAY ition of Atlanta. out Peachtree to the 
and a score of shops along the board- | ~ | ot ae | people than have ever before lined 
_tial preferential primaries in the west- | expectedly put up to Justice La Fetra| spectators. He clambered into a sil-| charge of murder, Mrs. Margaret 
Most of the structures 
; . | there was the gleam of the air con-! ¢ » inf . ' 7 we 92 | ! naaaine : 
tice charg ary Lewis w “ink- = county jail here before November 28, | heroes of the world war and then left 
liieinal , Saale? 2 1 dal that they would be glad to support | ice charged Mary Lewis with drink-| Parts of Country Here 
; bands, rescued severa ~usand dol- 
SHOWERS. 


of Seotch in and the plane leaped ahead. He was | ° | 
‘consent to have his name used. installments in today reached the office of Prosecu- | To Make Estimates on 
from burning stores,. piling the goods | | 


Br : defiance of _corpora-| off for his adventure with the At- 

; The declaration was contained in an | “00 regulations and the eighteenth | lantie. ‘tor Louis Repetto that her attorneys | ¥ | 
niong the entire beach front. County | authorized statement issued after a’ amendment just before she made aj; That was Lindbergh—a name. ‘would attempt to procure her release | W Ori. 
detectives and state and city police | conference participated in by Senators | Yee. record for the Vitaphone |. Tuesday, hundreds 6f thousands of ' | | 
were placed on guard over the goods. | poration, )on a writ of habeas corpus. see | 
The Traymore hotel was among the | North Mrs. Lilliendahl’s attorney, Charles | 


cor- | 
Borah, of Idaho; Nye and Frazier, of | '’,,, a ee _ | Shrieking Georgians acclaimed Colonel | 
rhe result, the affidavits stated in| 
nearly tWo score structures destroyed. the chandeliers shivered in the bril-| M. Phillips, admitting that he has 


Dakota: Brookhart. of Iowa. | Re Seg 7 Charles A, Lindbergh. Tuesday night, | 
. ne Pies ‘and Norris. However, it was stated | | . anguaze, was a reproduc: | 

today by Thomas B. Mulroy, of New! Of the hotels déstroyed, only the/that no action had: been taken and| tion. of the lilting barearole from| liantly lighted Ansley ballroom At-| rot vet abandoned hone of obtainin 
~ »i- | P = - or . ; , . er as - , 9 . alll e i ‘ . e . 4 “") - ¢ ‘ ; a a ‘ °° 
York. a : | Strand was occupied and the guests | none would be taken “until a larger at- Tales of Hoffman’ containing all | lanva’s sedate elite were shouting the | : SER ’ ‘ 

Mulroy’s petition said Acosta bor-| made a hasty exit. tendance is had, if at all, as to candi-| the vigorous enthusiasm of the Sol-| refrain of “Iindy the Great” | her early release, declined to discuss 
e = ‘> > : ' . "Pare faa ° ®* ee . 4 . ’ : ’ . " . | . . . . . a 
~—— eat 4 from gt! | an unidentified man was killed! dates for president.” A far cry! this plans in this direction. Nor 
and never has pal e debt. le; when his automobi ‘as ruck , , | : 
ut bile was struck at No Third Party. On that memorable day when a be-| would he eonfirm repérts that Mrs. 


diers’ Chorus from “Faust.” 
z : : ) They couldn’t turn the record loose 

petition gave Acosta Ss address as Gar- | Risley's, near Mays’ Landing, by one ; . . ee a see ae _ irsue ’ : 
den City, N. Y., and his occupation! of the pieces of fire apparatus that It was stated emphatically that the Continued on Page 6, Column -7 Continued on Page 3, Column 2 peau a ee 
as a professional aviator and airplane had heen summoned to aid in fighting | conferences had nothing to do with a| — : cys 'Clarence Hodson, of East Orange, is 
mechanic, the fire. ! third party movement ; that those par- ito retain a prominent New Jersey | 
tet ERE ——— 'ticipating were proceeding upon the bf Beery I . ‘ “o | 
theory that “the republican party is jcriminal lawyer to defend her. ' 
other counsel | 


3ids for lowering of the railroad | 
tracks over which the Pryor street 
and Central avenue viaducts are to be 
constructed will be offened at noon fto- 
day in the office of William A. Han- 


§ chief of construction, it was an- 

sell, . Highest temperature .......e6 

nounced Tuesday. , | Lowest temperature ..e.ssecsece 
Members of the bridge committee! Mean temperature ....ceccceecs 


of city council will be present. | Normal temperature .......-. 
Cede EMER ST the | Rainfall in past 24 hours, ins.. 0.11 
See see ey eee | Deficiency since Ist of mo., ins.. 0.18 


Total rainfall since Jan. 1. ins.. 


Washington.—Forecast ! 

Georzia—Showers Wednesday and 
W-dnesday night; Thursday partly 
cloudy. 


Local Weather Report. 
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“There has been no 


DID YOU 
SEE LINDY? 


found him ready 
us, by work and 


Not the least 


Did you do your bit to show the Viking of 
the Skies that Atlanta appreciates his achieve- 
ment just as much as any city in the world? 


Lindy won because a lifetime of preparation 


own opportunities, 


careful reading of The Constitution advertising 
columns so‘that expenditures may be wisely 
and economically 


ADVERTISING IN THE CONSTITUTION PAYS 
THE, ADVERTISER AND SAVES THE BUYER. 


la national party and not an eastern 
_ party,” 

“We proceed upon the theory that 
‘if we make our wishes- known in : 
| proper way and with sufficient force,” 
the announcement said, “they will be 
respected and considered by the party. 
| Our’s ig a pretty large country and it 


| the Pacific. 
| “When eastern senators and repre- 
sentatives confer upon matters of pe- 
country, such as protection to 
tions, they are still regarded as recu- 
lar and sometimes referred to as ac- 
‘tive and patriotic. 


for the supreme test. All of ‘senators and representatives 


thrift, should prepare for our . 
ticularly concern their portion of the 

country, they seem to be regarded as 

irregular, insurgent and radical. 


part of thrifty living is the 
(ern friends to assume that republican 


made. 
(quarters. We do not desire to 


|trude unnecessarily upon this idea. 
| But we feel that a reasonable degree 
of solidarity with érence to our 
western interests and problems wil] 
help for a better understanding.” 
Diseuss Western Question. 

At the outset of their pronounce- 

ment the five senators said the pur- 


Continued on Page 6. Column 6 


now extends from the Mississippi to | 


a me 


LABOR -LEADERS 
CALL FOR BEER 


| 
| 


ae 
— 


_—_ ———- —” 


American Federation Washington, However, Is- 


culiar interest to their portion of the | 
their | 
manufacturing interests and naval sta- | 


When western | 
confer | 
with reference to matters which par- | 


“Now all of that arises out of the | 
‘disposition among a few of our east-. 


policies can only originate within cer- | 
| tain territory and republican princi- | 
| ples can emanate only from certain | 
in- | 


Greets Proposal To Mod-! sues Strict Instructions 


1S TARIFF NOTE. 


[ 


} 


| 


PLEASES. FRENCH 


(en farmer, Willets Beach, with whom | 


ify Dry Law With Deaf- To Keep Note in Confi- 


ening Roar of “Ayes.” , dence and Out of Papers 


—,. 


Los Angeles, Calif., October 11.—( 
The American Federation of Labor 


convention went on recora teday as __ 3 
favoring mortification of ths Volstead: France-American exchange on French 
soealigag permit the sale of one tariff rates, presented to the foreign 

ue ection was tnkn in adoption of office this noon, appeared to have 
a resolutions committee report which | bi . ae 
favored concurrence in the executive, produced a favorable impression here 
council’s recommendation for such lib-| tonight. 
se gr A the prohibition law. It was especially agreeable to the 

A deafening roar of “ayes” was the’! - os i Nill ll 

' Quai dOrsay th; ashing gav 

response of the delegates to the call, Q ‘ hs Pn that Washington. gave 
for a.vote. This brought the comment: *'Tict instructions to prevent revela- 
from Federation President, William} tion or comment on the text of the 
Green that he wished the labor men | document, as there is a tendency in 
would vote ‘as loud and strong” on} French diplomatic circles to fear dif- 
other resolutions. A burst of hearty! ficulties when newspaper polemics are 
applause was rejoinder of the 
cates. 


Paris, October 11.—(#)—The lat- 


‘details of such negotiations. 


_-_- —_——-* 


; 


est Ameriean’ communication in the! 


' 


| 
' 


|Tindy! there he is,” 


' 
| 
/ 


dele-' made possible by the publishing of the | 


; 
’ 


| country are in the city for the opening | 

; | of the bids and Walter F. Shulz, of 

implied that such a move would | ; : ' 
, | Memphis. architect and engineer, is| 
forthcoming shortly. | 
; ; | registered at the Ansley hotel. 
Meanwhile the state of New Jersey ! “3 | 

, \ MI . | Lowering of the tracks must be com- 
Is preparing {o seek OnVIC s, , : 
of a 2% , vs Bs sisi . me | pleted prior to construction of the | 
Atendani and the oS-vear- chick- | : , i 
. Avteagigte - | bridges, and railroads have made their | 


contributions with the understanding | 
that the city must have enough money | 
~ na... 2 | to carry the work to. uninterrupted 
* 6, Column 6 'completion before any work is actual- 
| ly hegun. 
KITE SHARES AIR | Steps to break the deadlock between 
Boos Aap con Nebaye) company oy the | 
> , | bridge committee of city council as to} 
WITH LIN DY, GIVES | terms on —— the company would | 
, contribute $400,000 towards erertion | 
CROWD A THRILL ‘of the improvements are expected to | 
sjtemenclniadoijetl | be taken this week by Mayor I. N.! 
The masses were waiting at Candler | Ragsdale. , ; | 
italia ~-odiinr un’ abteieiiiinn - tes, nkeais | The company insists that it should 
y eye : ] | be guaranteed that it will not, in the 
trate the grey mist that blanketed the | future, be forced to compete against 
sky, so that the owner might be the) what it terms “unfair jitney and bus 
first to give the ery. | competition.” The bridge committee 
A speck was sighted, and “Lindy! | has balked at ratifying this agreement. 
. | swept over thej althouch company officials have de- 
field and back. ‘me of the waiting | clared they will make the $400.000 do4 
planes left the field to greet the hero | nation and if council abrogates it, will 
for whom every eye was torned. The! ask the city to repay $200,000 of the 
tlane was up but a moment, the pilot ! original contribution. 
alighting disgruntled. Under the agreement council can 
“It was only some kid’s kite, a big | ask for bids. but could not let any con- 
black thing with silvery edge and a/| tracts until sufficient funds to com- 
long tail. Some youngster wanted to} plete the work are available. The 
share the air with Lindy today, I! contract for lowering of the tracks | 
suess. Sure fooled us for a minute! will not he let today, it was said Tues- 
though.” day night. | 


his tone 
be 


retained yet,” he said, but 


she is jointly indicted for the “mur- 


Continued on 


| Jacksonville, clendy ... 


Deficiency since Jan. 1, Ins.... 


Drv temperature... 
Wet bulb 
Relative humidity... 75 


Reports of Weather Bureau Stations. 


BTA TIONS 'Temperature ‘Rain 
AND STATR OF amasmenp ating 
WW EATHER | 7p.m. High 


ee a= 
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ATLANTA. clondy ee % | 7 
| Angusta, Pte 


cloudy 
jirmingham. clondy 
Boston. clear 
Ruffalo clear 
Charleston. clondy 
Chicago, raining 
Denver. clear . 


| Des Moines, clondy . 


Galveston, clear 
Hatteras, clear 


Havre, part clondy.....! 


Kansas City, raining . 
Memphis, part clondy.. 
Miami, part cloudy 
Mobile, cloudy 
Montzomery, raining ... 
New (Orleane. 

New York. clear 

North l’latte, raining .. 
Jkinhema City, clear . 
Vhoenix, clear 
Pittsburgh, clear 
Raleivh, part cloudy .. 
San Francisco clear ... 
St. Louis, raining 
Salt-Lake Cits. clear... 
Savannah, cloudy 
famna, raining ....cesx.« 
Toledo, part cloudy... 
Viekshurc, clear ..cece 
Washington. clear . 

whos ms Rs SE ae Pete nf - 
¢. F. von HERRMANN, 
Meteorologist, Weather Bureag, 
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Complete City and Suburban Circulation — 


tlanta Largest of Any Daily Paper in Atlanta 
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| : Lindbergh Day : 
MBSIREDINGRAIL BY ELDER FLIGHT |For Wecnesday| OPPOSED FLIGHT 


wine sn Senha rg Showing no partiality to the Lind- 
Wheeling. W. Va., October 11.—(/) 


+ * | 
; iWhat American Girls Wear 
Wr auhinstou® Chidates 1%; taltel Para, Brazil, October 11.—Despite berzh reception on Tuestlay, the skies 
Objections lodged by Wheeling busi- 


4 Takeland, Fla., October 11.—(P)— 
News.)—Personally and officially, | iterated denials in past months that = Ao will continue eloudy today 
ness men backing the American Girl 


inctly feminine ges ified 
‘ gesture typified 
Ces igh confidence which rides the 
x her Regen peaghe en ou 
ae e the first woman " PA r 
pike America seems to have turned its Henry Ford contemplated growing ante iutthe ii 
| back on recent air tragedies and with rubber on a Jarge scale in Brazil. the in exact duplica- flich Par} ‘thdrawn 
| apparent indifference is watching @F | Compania Ford Indnstrial. do Brazil tion of the “Lind-| ,* ~ a aris. Were BO yi oto. ’ 
| tempts of Mrs. Frances Grayson and} ©. yecistered here for “planting. re- uth Elder and George Haldeman, 
| gi ¢ “phi g. her copilot, taking off today in spite 
of the trepidations of their backers, 


f°. 8. across the Atlantic. 
e b Bo 7 before she hopped off she 
| ont 4 wed berg dav” weath- 
| Miss Ruth Elder to ge the ojected | fining, manufacturing and trading in er, says C. F. 
A month ago the two projected) wiher,” it was made known here tonight. 


opped here and in Tampa for 
von Herrmann, 


wee eae Ses 4 yy 
Bogs SF ie ge Ke : 
3 Se ve MaMa Oe), eet A a>) 
eaten ak 
; '? guns ie oat $ | 
‘ i ——-- ea EE 


. if ‘ me a 4% : - 
4 wy a = ¢ i OPPA wet $ Wik “ = 
> a ‘5 4 fo Wer > ws ° 
¥ ca HE abs ow Y ‘ re - y: re eat 4 LPS s ° . » \ : 7 , - 3 : 
_ ae 7 * Sine : Di A Pani abe | BNE PEPE OE eh : Ie Bee AC OE iia eo ae | 
a. Tee ae by - : 4 : a a Pie. # y - oy e 4 zt oe site 5 “y 3 q - of zs 
; ie: 4 ‘ 7 ~ A oF iy : 


r W ill C h oer Paris 
FLIGHT OF ELD 


SHIPS TRUNKS AHEAD TO FRENCH CAPITAL be 
BY ALFRED P. RECK. 
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“NOT A BIT EXCITED,” 
FIBS RUTH ELDER 


Roosevelt Field, N. Y., October 
11.—(United News.)—Twenty- 
three-year-old Ruth Elder said 
she “wasn’t a bit excited”’ before 
she started to fly to Paris today, 
but it was plain that she was 
fibbing. 

Ruth was so excited she could 
scarcely contain herself. 


Her hands trembled and her 


knees wabbled as she ran about 


combined with the faet that we posi- (Copyright, 


tively will not make a foolhardy at- 
tempt to fly in the face of adverse | 
weather conditions, assures me tha 
we cannot fail.’’ 
A native of Anniston, Ala., where) 
she starred on her high school basket- | 
ball team, Miss Elder for more than 
two years has made her home here, | 


) BY HENRY WALES. 
(Cepyright, 1927. for The Constitution and 
The Chicago Tribune. 


Paris, October 11.—Paris was | 
astounded by the news reaching the 
city at.midnight of the take-off of | 
Ruth Elder, though the biggest jolt | 


Paseren a 
My Ste OS his eo 


, #, comp ete wardrobe “just to show 
pe them in Paris what the Americau 


7 ae es . ak i 
i 2 Say Geer ee . Peas ;: 
er: Oe ge Sa MS is WA sae eo aemenarnlls Ak So BEL ty > ee) - 
<a oe A sat a ean Bae SM cS ES eee yee 


2 op 3 h fashion center. 


_ To 
her from the attempt, pointing out 


the latest word in safety devices and 


wearing.” She sent her trunks 


mack. 
d to await her arrival in the 


She took up flying two years age 
as a pupil of Haldeman, war veteran 
and commercial aviator. Between her 
studies in aeronautics, she won a lo- 
cal beauty coutest, and soon became 
known as the “flving beauty.” 

Soon Is Pilot. 

Her ability as 

established. Then 


ight She and her co-pilot, Georg: 
eman, refused to entertain the 
possibility of failing in their under- 
taking when they brought the Ameri- 
gan Girl to Florida on a test flizht 
S00n after it left the factory. 

those who sought to dissuade “the 


she entered 


the disaster which overtook the efforts | 
of other trens-Atlantic fliers, she an- 
Swered ; 
“I Am Determined.” 

“They shall not stop me. I am de- 
cecmumed to “ ame set woman to 
ross. now 1 shall maké it. I am 
not afraid. 

‘Our plane is as safe as it is scien- 
tifically possible to make it. We have 


pearing at fairs and 
throughout the state, sometimes with 
Haldeman but more often in solo. 
It was not long until someone sug 
gested the possibility of obtaining 
backing for a trans-Atlantie flight. 
In her own words she was “just 
thrilled to death’’ when Lakeland 
sportsmen began the movement and 
Wheeling, W. Va., capitalists supplied 
the financial support. 
will carry many instruments not used Her dream of being the first woman 
y others who have preceded us. This.to cross the Atlantic, however, was 


- 
—_—— 


SUPER 
VALUES! 


During Our 


V7 GREAT 
ANNIVERSARY 


SALE 


These Prices Effective in the City of Atlanta 
and Suburbs Only! 


SPECIAL ALL WEEK 
DEL MONTE—FANCY SUGAR 


CORN 


where she was married to Lyle vei the plane aimlessly during the 


a pilot quickly was | 


game” in earnest as a stunt flier, ap- | 
exhibitions | 


last hours before the hop-off. 


“Oh, I’m happy, happy, hap- 
‘| py,’ she shouted in a husky 
‘| voice. 
| Just before the take-off Ruth 
| grew ecstatic. Leaning out of 
‘| the plane she kissed H. E. Car- 
roll and T. H. McArnold, two of 
the backers of the flight. 

“I'll come back soon safe and 
sound,” she cried. “I wont stay 
in Paris long.” 


not a sudden whim, she declared, add- | 
ing that she had recognized the pos- | 
| sibility of such an undertaking years | 
ago and longed to essay the hop. The 
achievements of Lindbergh, Chamber- 
lin and Byrd transformed this desire 
‘into an obsession with her. 
| She has much faith 
_pilot as he has in her. 


as in her co- 


Charles Levine 
Cuts Last Caper, 
‘Leaves tor Home 


—_—— ~~ 


Cherbourg, October , 11.—(United 


_News.)—On the Leviathan with “hun. 
| dreds 
Sir Thomas Lipton, Charles A. Le- | 
| vine is 


_to Germany, 
| rious 
| pilots, made a haphazard flight across | 
| the English channel and met the pope, | 
eut one last caper before leaving. 


| . 

| Leviathan 
 Atlantie 
, papal audience, and made a mad rush | 
| through the station. 


| through, 
'and finally caught the last car of the | 


of American legionnaires and 
homeward bound. 

The New Yorker, who flew with 
Clarence Chamberlin from New York 
became involved in va- 
with French airplane 


tangles 


Levine was late in Paris. As the 
boat train pulled out he| 
arrived in a taxicab, wearing the same | 
blue suit which he wore as trans- 
air passenger, pilot and in. 


Just as the track 
were about to close he 
dashed along the platform | 


sates Tran | 


| train, 
| He ordered the Columbia plane, in| 
which he flew to Germany, to be re- | 
| paired at Rome, but had not decided | 
whether to ship the machine to New| 
| York for flights in the United States | 


eat 


| the 
| meeting 
resolutions against wothen being ¢ar- 


| gen is approximately 


/ and 


| Ensign 


| distance, 


flights would have brought a storm of 
protest to the war department, navy, 
| commerce department and the Nation- 
al Aeronautic association. 
(Aa murmur 
| heard, 


Today not 
of complaint lias been 
Deaths Are Forgotten. 

The lives sacrificed to aviation 


A few weeks ago the convention of 
National: Aeronautic association 
in St. Louis, Mo.. indorsed 


ried on trans-Atlantic flights. Today 


the contest committee of the associa-}. 


tion met to see what attitude they 
would take on the proposed flights of 
Mrs. Grayson and Miss Elder - and 
reached a compromise. 

It was indicated that the association 
would send an official observer to Old 


Orchard, Maine, to seal a barograph | 


| 


‘land on the 
iriver. 


JElder To Fly 


'the Atlantic and Pacific seem to be}, 
| forgotten. 


| 
| 


' 
i 
' 
{ 


prises more than 4,000,000 acres of 


It is understood the concession com- 


banks of the Tapajos 


Along Steamer 


Lane to Europe 


oe ee 


N. Y.. October 11., 
(P)—George Haldeman, co-pilot and} 
navigator with Ruth Elder in the 
monoplane American Girl, planned to 
fly along the steamship lanes all the 


Roosevelt Field, 


in Mrs. Grayson’s plane and regard, way across the Atlantic to Paris, 


the flight as an attempt to break a 
world’s distance record. But at the 


| 


' 


Haldeman said they would fly en-! 
tirely by instruments, even if they 


same time. the association decided not! encountered fog and claimed that the, 


to recognize the flight as that of Mrs.! flight would entail the longest water 
Grayson’s but rather that. of pilot; jump ever attempted—3,600 miles. 


Wilmer Stultz’s. 

“If a record is made, it will be 
credited to Stultz.” an official of the 
association said. ““Mrs. Grayson will 
not be recognized as having any part 
in it. Officially she will bé so much 
excess baggage.” 

; Flight Is Ignored. 

The proposed flight of Miss Elder's 
from Roosevelt Field, N. Y., to Paris 
was ignored by the association. It was 
explained ‘hat no attempt to break a 
recerd was contemplated so, officially, 
the project could not receive recog- 
nition. 

However, if Mrs. Grayson’s plane, 
“The Dawn,” reaches its destination 
at Copenhagen with three 
aboard as planned, a world’s record 
will have been established. 
4.700 miles from 
the starting point, Old Orchard. 

A month ago, the commerce, war 
navy departments were besieged 
with protests against further trans- 
oceanic flights. In fact, the protests 
were so strong that the navy withdrew 


Copenha- | 


i 


| 


| making them visible in darkness. 


persons] Atlantic flights this summer, the avia- 


' 
| 
} 
| 
| 


permission for Lieutenant Curtin and | 


Edwards to accompany Cap- 


tain Rene Fonck on his proposed hop 


to Paris. In addition, the order was 
issnel that in the future no naval offi- 


| cer or enlisted man would be permitted 


te accompany private planes in long 
over-water flights. 


— ee a er ~_ 


or return to Rome for a round-the- 
world tour. 
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and faith in George's ability,” Mrs. J. 


Parents of Elder 


Are Confident 


After leaving here, Haldeman said, 
the plane would head almost due east 
for a distance of 1.240 miles, then 
change the course to northeast for 
the rest of the distance across ess 


ocean, flying direct to Paris. 


Jan 


Haldeman said that “this is to be 
instrument flight.” He said he 
would rely entirely on his instru- 
ments—an earth induction compass, 
drift indicator, turn and bank indi- 
cator and altimeter—to guide him on 
the course to Paris, even if fog was 
encountered. ‘The instruments are 
equipped with phosphorescent faces, 
On the previous American trans- 
tors followed a great circle route, fly- 
ing first overland to Newfoundland 
before heading out across the ocean. 


eR eet 


Plane’s Pilot 


”- ~— ee 


Lakeland, Fla., October 11.—(P)—'! 
No doubt exists in the minds of an! 
elderly couple here that their son.| 
George Haldeman and Ruth Elder will 
suceeed in their attempt to follow the 
“Lindbergh Lane” to Paris. 

“We have the utmost confidence 
J. Haldeman, the flier’s mother, said 
tonight when she read the Associated 
Press dispatches announcing her son’s 


their flight to a Aires, gave’way | prediction. 


was to the big aviation officials, who, 
for the first time this year began to 
believe French aviation at last was 
about to retrieve its former glory. 
Their elation at the successful hop- | 


off of Dieudenne Costes and VLieuten- 
ant Joseph Lebrix, from Paris to St. 
Louis: Senegal, on the first lap of | 


meteorologist of 
the United States 
weather station. 
A slight rise in 
temperature will 
accompany .the 
dismal atmos- 
pheric conditions, 
according to the 


to amazement wh@ cables announe-| Similar climatic conditions are 
ing Miss Elder's take-off arrived. If} forecast for the northern portion of 
the American girl succeeds, it will be | Georgia, while no significant changes 
a bitter pill, for the officials refused! are to be anticipated over the rest 
to permit M. Costes even to attempt. of the state. 
a flight over the north Atlantic this; The thermometer fluctuations Tues- 
late in the season, and finally gave; day were restrained to the limits of 
in and allowed the present southern 60 and 67 degrees. 
hop. .cury column is scheduled to start at 
Weather reports state the Ameri- 
cans will have perfect weather 1,000! grees 
miles off the French coast. The Le / evening. 


Bourget officials figure the Americans — Sere © 
Cri iaslicht ‘Thuraiey. x6 they vont| AMERICAN BOMBS 
SANDINO FORCES; 
PLANE CRASHES 


bother to get the special searchlights 


before descending for the 


set up. 

The chief of police called a hasty 
meeting tonight and promised that the 
American Girl will not get mobbed t% 
like Colonel Lindbergh did if she Managua, Nicaragua, October 11.— 
lands. (P)—After dropping bombs on General 

Sandino and 200 of his followers in 


RUTH BRAVES SEA northeast Ocotal Sunday afternoon 
TO BEAT RIVAL ‘Captain H. Thomas of the U. S. ma- 


rine corps crashed into a mountain 
: but signalled that he was unhurt, ma- 


“in e 
Stinson monoplane attempt a cross-|*1"° b ecquarters ‘announced 
Atlantic take-off with ' 350 more! “82y o€ Sandino’s followers 
antic ake- , eve s P sl ; 
pounds than it ever had carried into | Killed in the attack and others 
the air before. persed. Scouting planes 
Heads for Spectators. yesterday said Thomas and his pilot 
Slowly at first the privy Gone Pn |had struggled many miles to Jicaro, 
chine breezed toward the trans-Atlan-| arriving there in good condition. 
tie incline used by Lindbergh von 
Byrd, for Ruth Elder, because of the | 
din of the bag — breeze, and his pilot might have fallen into 
started her flight from e “wrong 
end of Roosevelt Field. L. I. They | 
i 


Continued ‘From First Page. 


were 
dis- 


turived to Managua 


passed the halfway mark, where Hal- | 
crashed, 


deman intended to cut. the gun if he | 
thought a hop impossible, without 
slackening speed. They headed straight | 
for a group Sf 200 spectators grouped | us from getting through.” 
around the incline. “Good !” 
Cries of alarm went up from the 
erowd into which it seemed the lum- 
hering plane would crash, One hun- 
dred feet from the group the stag- 
cering ship spurned the earth. Crouch- | 


dle and H. E. Cornell. 


has had 275 hours at the controls. 


Today the mer- | 


‘the 61-degree level and reach.7? de- | 


returning | 


| 


| 
| 


| 
| 
| 


| 


i 


Holloway. 


“We did not want Miss Elder to 
hop off,” said Joseph D. Holloway, 
spokesman for the backers, “but now 
that she and George have started, we 
wish them godspeed and a safe arrival 
at Ie Bourget field. It looks like a 
perilous journey, but we have provided 
everything humanly possible to carry 
them safely into Paris, and we have 
confidence in the ability of the two 
fliers. tarring unfavorable weather, 
they should make it.” 

The backers were advised early in 
the day that Miss Elder and her co- 
pilot were determined to start before 
sundown. “We had said all that could 
be said, and had offered to release 
the fliers from their contraet,” said 
“But they maintained the 
same attitude shown when they stop- 


ped in Wheeling.” 


Holloway said that the -backers are 
far from pessimistic, however, adding 
that he has a “hunch” they will 
make it. 


‘MARY LOHR, BRITISH 


STAR, ASKS DIVORCE 


London. October 11. — (United 


|News).—England’s great tragedienne, 
|_Mary Lohr, has filed suit for divorce 
‘against Anthony Leyland Val Prinsep, 


/ manager 


of the Globe theater since 


1917. says the London Star. 


today. | 
| 


| 
i 
} 
i 
| 
| 
| 


i 
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Anxiety had been felt for some time | 
because it was believed that Thomas | 


| the hands of bandits. The other planes | 
that participated in the attack had re- | 
after Thomas 


think it will be bad enough to stop, 


exclaimed Ruth, and turn- | 
ed back to chatting with reporters | 
and two of her backers, T. H. M¢Ar- | 
She exhibited | 
her pilot’s license showing that she | 


ing instinctively the spectators saw|where she is to relieve Haldeman at | 
the fuselage pass 10 feet over their|intervals. Then she sent a message to | 


her husband, Lyle Womack, 


heads, 


plane looked for all the world like a/nal Zone. She also sent a 


flving turtle. 
eareened to the left, trembled, and 
seemed about to fall. while Haldeman 
was fighting the stick for altitude. 
A cheer went up from the 500 on 
snddenly 


tive Lakeland, Fla. 
“I’m. not excited; 
very happy,” sbe chattered. 


when the ship [I know that mother’s prayers 


sign | 
From the starting point the giant | salesman now in Balboa, Panama Ca- | 
message | 
It lurched to the right,| to her mother and father, in her na- | 


I'm just very, 


“Mother's going to pray for me and | 
will | 


Prinsep, a former athete at Eton 
and Cambridge, recently announced he 
was retiring temporarily from man- 
agement of the Globe to manage the 
1928 Australian tour of Margaret 
fannerman, another well-known ac- 
tress, 

The newspaper says it is understood 
the divorce suit will not be defended. 


ee ee eee ee A en ee ee ee eee ee 


W hy not Real 


Comfort? 


|’ YOU can. wear other 
shoes without undue 
discomfort, you will be 
pretty sure to find still 
greater ease and Comfort 
in the 


the field 
veered, soared to 300 feet, and zoomed | 
away in a southeasterly direction to) Writes Message of Gratitude. 
take advantage of the southeast wind| Just before gtimbing—into the | 
in gaining altitude. Well aloft, it| cramped cockpit, ‘the 23-year-old avia- | 
circled and headed for the dark At-j|trix penned a brief message of grati- | 
lantie and its dangers. And as the’ tude to those who were “so lovely to 
sun vanished in the west, the plane! me during my preparations for the 
which the Florida beauty contest win- | flight.” 
ner and her taciturn pilot hope to} Haldeman, silent, business-like, tin- 
land in Paris. Thursday morning. was! kering to the last with the plane's | 
lost in hazy skies over Montauk Point. | navigating instruments, presented a 
Leaves Rival Behind. (sharp contrast to his nervous, girlish | 
Ruth Elder had left Mrs. Frances ;companion on the perilous expedition. | 
‘Just before the take-off he solemn- | 


take-off for Europe. “We know he 
will succeed. He is thoroughly famil- 
j{} Jar with his task and we are sure| 
|| that George would not attempt it if he 
|}; Was not sure he would succeed.” 

The news of the fliers’ departure 
spread like wild fire over the town ' 
and shortly after the fliers had left | 
Roosevelt field in New York a crowd 
‘had besieged the newspaper offices | 
here seeking more ‘information. 
| Haldeman, who has made his home 
| | here for several years, is a veteran 
flier and is known to the city at large 
iby his first name. Groups of three! Gravson, rival in the race to be the | 
and four persons stood about | the! first woman to hop the Atlantic, at ly shook his wife's hand. 

i streets tonight discussing the chanees the post, in Old Orchard, Maine. a | have every confidence in*George,”” 
‘the aviator and -his companion are But the beautiful brunette’s last| was all the self-effacing little Mrs. 
taking lanzh—Mrs. Grayson beat the gun by} Haldeman would say when the Amer- 

ican Girl had disappeared in the skies. | 


ORANG) — hopping to Old Orchard Monday—has ae 

} sent her ont over the ocean wastes! “I feel he'll come through and I know | 

GE, MAROON with the odds against her greater than) Ruth will help him. I know that in| 

C OLORS CARRIED any emergency my husband will rely 
BY RUTH ELDER 


they were. against Byrd, Chamberlain, 
the ill-fated Bertaud, or even Lind-!'on her judgment.” 
berch. — 
DBD TEA etnies Before they climbed into their cock- | SIEM KAMPER'S QUOD ATLANTA WR 
nit for the take-off, dour Captain Hal- wee 
deman, who flies as though he were | 
driving a hearse, revealed that they 
intend to take the toughest and long- 
est course ever attempted. Instead of y Orn 
following the great circle up_ the 
American side and around New- 
end of Long Island straight across Ou y Own Bake} 
the ocean to the English channel. 
Their unusual course means that they 
will be over water, with no land in a Rcumiesn ne 
sight. for a full 3.600 miles—a few | 
more miles than T.indbergh traveled in | 
his entire flight—from ground to | 
ground, | 
due east for 1,244 miles, then turn | 
northeastward and head for the steam- | 
ship lane which they plan to follow 
| to the English ehannel. 
ee renee The girl who intends to relieve her 
| y r ry ‘Sa’ : | 
tlt UNSINKABLE S U l ® 9 Ss. silent uyiag, mats at ro ny Nees wert 
ing part of the hazardous. flight. took 
| OF RU BRER ABOARD | 520 gallons of gasoline—enongh for 
ug y 7 
|\ELDER MONOPLANE 


help.” 


BROYLES’ 


If it is mitioinlier advertised you will 
find it at Broyles’. These prices good 
today and Thursday. : 


Grapes, tp. 7'2c 
Sardines, Can $c 


Cascade 


Ginger Ale, Sette 25¢C 1 
Jello or Jello Ice, 


Roosevelt Field, N. Y., October 11. 
Inited News.)—The monoplane 
American Girl. in which Ruth Elder 
and Captain George Haldeman took 
Cc off today for Varis may be identified 
y & ee ay : ‘ | 
Pp wa For > is = in color save for the 
Cream o er te to tae words “American Girl” 
= painted in black and white seript 
ae Below 
Pink Salmon... I§¢ 
: : J : Hi license ber. NX-1584. is 
If ree fh rom Grit il i Aiebt on he ane ) 
> No. 2! | . 0 he ge - ee: aid : 
T G . 2 5 ot te ie ricn Wins. we? Hhhmber aise 
Hilt is o bot S s 0 a rr Oo 
urnip reens Can I © He which is Mise nena” “eee 
' 3 ‘|| troiter.”’ 
Skinner’s or Golden Age 
te 
Macaronior 3 2 5° 
oe 
Spaghetti for 
“i No. 2 
CORN 2a 10c 
Red Ripe 
V, 
Tomatoes, Lb. 7'2¢c 
Libby’s or Del Monte 
Asparagus, 


Underwood's 


Codfish Cakes ¢:..: 


Regular 5c Size 


RAISINS, 3 for 11¢ 


ee 
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Tiny—Tender—Sweet Kernels 


RAJAH 
MAYONNAISE SALAD 


DRESSING 
“dar 15° 


SALT 
1!,-lb. - 
pkgs. 


YELLOW ONIONS 


R 


New York Danish 
CABBAGE 


Your Choice at 


POUNDS ec 
rx AO 
These are wonderful prices for Fresh 
Vegetables of this class 


antilever 
Shoe 


Men, For Women, 
For Children 
We Fit by X-Ray—The 
Modern Way 
Sold, Here Only by 


CANTILEVER 
SHOE STORE 


126 Peachtree Arcade 
WAlnut 5655 


For 


Thompson 
Seecless 


Domestic 
Canned 


| 


the words, “Ruth 


Our bakery is one of the most complete in the entire South and 
we employ only the most expert bakers and assistants. 


side 


Our products are made daily to meet the demand and by this 
method we are able to see that nothing but fresh products are 


offered to our customers. 


side 


ee 


CREAM LOAF BREAD—Loaf ... 
COTTAGE LOAF BREAD—Loat ... 
QUAKER HEALTH BREAD—Each 
RYE BREAD—Each .. 
BRAN ROLLS—Dozen ......+>+: 


» POCKETBOOK ROLLS—Dozen .. 
2 Dozen . 25¢ 
HOME-MADE COOKIES—Dozen ..... .25¢ 
Lady Fingers, Sugar Cookies, Almond 
Macaroons, Sponge Cookies, Friut 
Bars, Oatmeal Cookies. 


intent on flying from the easternmost 
Strictly phrased, they mean to fly | 
This supply is expected to enable them 
: to drive their Wright whirlwind mo- 
a bears | tor, the same kind that Lindy used, 
Roosevelt Field. NX, » & October Tl. for at least 40 hours , : 
(T nited News.)—These are the speci- After that 40th boar 
fications and equipment of the Stine] are jp Paris. or elahwhere on 
| son-Detroiter monoplane, American they will have to taka the sea 
ii{} Girl, in which Ruth Elder and Cap- what they. teck with them 
ii}, tain George Haldeman took off to- A large knife for Neking) 
' 
suits lined | 


Baad Ae Paris: ‘ wreckage. 
Villy Span, 4) feet, 10 inches, Two rubber life-saving 
with wood fibre. 
Twelve carbide flares. 


Weighf. loaded, 5.G80 pounds, 
Gasoline, 520 gallons. 

A radio kite with 25-mile 
Six turkey sandwiches. 


Oil, 20 gallons. 
Crusing speed, 100 miles an hour. 

Six Swiss cheese—<fndwit 
(ine pound of raisins. 


| Crusing radjus, 4.400 to 4,800 
| miles, : 
Compass ‘th inductor, aperiodic ; 
J » a] One gallon of water. 


and magnetic. | Weur dill pickles 
Emergency equipment, rubberized, Sir hars chocolate 
| non-sinkable suits containing emerg- — pounds por ig awl 
ency food and a breath condenser for] ) 
water. ’ } 
A small radio sending set, call let- 
ters WPAG, with a radius of from 
Do) to TS milesy~. Verey pistols and} 


flares, 
all nthe 


4 Sm * = 2 
ities i he 


foundland. Ruth and her pilot are 
Head for Steamship Lane. 
from 4.400 to 4,800 miles, with her. | 


jit, 


noless they | seeee@oe es 
land, | 
with | 

} 


Ocean Spray .13¢ 


Cranberry Sauce *.'* 20c 
Laundry Starch 2%. 4e 
Liftebuoy Soap Cake 7c 
CORNED BEEF 27¢ 


Blue Label 

KARO SYRUP 

Libby’s Beef 

Steak and Onions ;:: 30c 
Del Monte or Libby’s Grated 


PINEAPPLE | 


Can 12¢ 
COFFEE "i" Lb. 31c 


amt, ATLANTIC & PACIFIC ™ 


The 
Atlanta Conservatory of Music 


Announces the Engagement of 


WILFORD C. FOOTE, 


Eminent Baritone and Teacher of Voice 
Auditions and Appointments 


Mondays and Thursdays 
WAlnut 5371 
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Our Layer Cakes 


Chocolate, Jelly, Marshmallow 
BRUM oi... ie oes cd cee Oe 


> 
ti ed a i a 


Picnic 
Size 


_LIBRY'sS 
No. 1 Can 


19¢ 


Unnerved. 
reparation and of . 
pather to favor her | 

Pb early hours of this ' 


+ The months of 
| waiting for the 
, seemed during tb 
: 
' 
j 


No. 
Can 


I's 
~ 


1Z¢ 


Propeller, 


ba eeeeeetlieeeeeee ete a ee 


ee ee ee 


‘ 


ee eee ee” 


25¢ 


wore beneath her, 
wind-breaker when she hopped | 

fan colored knickers, Scotch plaid 
stockings and sweater with red mo- | 
, tif, sport shoes. a silk shirtwaist and 


/n rainbow-hued ribbon looped about 
POTATOES | ¥: bese. 


:, The small: young woman. veteran | 
‘10 POUNDS 


of one more marriage than her plane | 


) has wings, made no bones about her 
|} anxtety regarding Mrs. Grayson, up| 

4 Gallon 

Fancy Syrup 


in Old Orchard. 
Eagle Brand 


‘leathe 


Our New Coffee 


KAMPER’S “5. A.” BLEND 


We 
hest 


1914. 


Ne. 1 


believe this to be the 
eoffee value since 
Mild and satisfying. 


Del Monte, Buffet Size 
Peaches, . 10¢ 


Potted Meat, ::. oc 
| White Onions 3c 
Winesap Apples, Doz. 12c 
25¢ 


“Is she going?’ Miss Elder asked | 
| Seriously several times. When she; 
_ Was assured Mrs. Grayson was nfere- | 
ily making a test flight, Miss Elder. 
heaved an audible sigh of relief. 
Slaps Mechanies on Back. 

' Ruth danced about in delight, slap- | 
' 


suit your 
percolator 
ordered, 


Ground toa 
own pot or 
as and when 


—— me re ee ee ee eee 


TELLAM’S PEANUT BUTTER—Jars ,.... 


7-Pound cans ere 
Made right here in Atlanta 
and is good and fresh. 


ped mechanics on the back. and ¢a- 
ressed her maroon-beaked yellow 
| Plane, and when her own weather re- 
port service—the government stopped 
supplying oceanic weather reports for 
trans-Atlantic fliers on Monday—told 
her in late afternoon the skies would 
be favorable for three-quarters of the 


10 POUNDS 
journey. 


| The sedate Haldeman, 11 years an 
Cc /aviator, walked to her side from where 


he had been bidding his equally se- 
MATTHEWS 


date wife, Virginia, a. kissless fare- 
83 BROAD ST., S. W. 


» 


Stores 


well. and told Miss Elder: 

“We are almost quaranteed good 
, weather for three-quarters of the way. 
Before we get to the English chan- 
nel there is a bad «pot. It’s heen 
murky there for days. But I don’t 


1; Size 


9 2 Cans 


Bonita Syr 
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the south barnstorming with a pilot — 
who took the “natives for a ride at ~ 
$5 a head,” when the government ad= —~ 
vertised a number of war planes for = | 
auction at Americus, | bs 
went to the Georgia city, and for & 
few hundred dollars bought & mae 
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STITUTION, ATLANTA, G TOBER 12, 1927." 
“Eagle” Chose Millen Route 


LINDY GOES OUT OF HIS WAY TO HELP A PAL 


| By 


A ES the field was lined with specta- 


: istance of 1 miles 
ACCLAIM LINDBERGH | ort ‘Sliccaten placed the crowd. in 
Continued From First Page. 
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> COOLIDGE REPLIES NG EXHIBITS 


yr 
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’ 


this territory all the way from 15,000 
to 30,000 people. ; 
Henderson Hallman, general chair- 
man, lined up the officials who were 
to be the first to gre@& the flier and 
stationed them in front of the hangar 
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| TO THOMASVILE 


s 


Washington, October 11.—(?)—An- 
nouncement that President Coolidge 


T0 SAVANNAN 


Warcross, Ga., October 11.—(Spe- | 


cial.)—Ware county negro exhibits 


' chapter, U. D. C., and Gold Star 


} 


| Mothers. 


Thence to Grant field, 
where he was acclaimed by another 
crowd of 20.000 people, before which 
he made a brief talk. 


I O Furthe ‘for Pershing Point, where he partici-} 
pated in exercises held by the Atlanta | 


From Grant! 
field the distinguished visitor went | 


we eee eee we 


of Doug Davis, aviator. In this party 
were Governor L. G. Hardman, Mayor 
I. N. Ragsdale, of Atlanta; the may- 
ors of College Park, Hapeville and 
East Point; former Adjutant General, 
Charles H. Cox, who served as Col- 
onel Lindbergh's personal aide, and 


chine which he dubbed “Jenny.” 

He repaired it, tuned it up and bee 
gan at once a series of adventures, 
which ended when he landed his giant 
monoplane in Paris May 2i. 

More than 75 cities, at least one 


| i : hig S | ean meme ae een ge a ete ee ge gta on eR ee ’ : 
| which took gtr We =e “eon ee ee ees ee ee ee eRe ee ee to his quarters at the Biltmore hotel, ; 
' eastern fair in Atlanta iast wee 1 % meee 4 ree este Pe ee 8S nn, ORR ye ae = where the entire fourth floor was re-! 


| be shown at the Georgia State fair| ; served for him and the members of | 
| : his party and their friends. After! 


contemplates attending the Pan-Amer- 
ican conference in Cuba. next Janu- 
ary has brought fo him a deluge of 


in practically every state in the union, 
are included in the tour the 


members of the governot’s staff. 
| flying 
colonel is making of the United States 


High above the crowd, half a dozen 


while the people 


invitations to visit cities in the south 
Atlantic states either during his jour- 
ney to Havana or on his return trip 
to Washington. 

Writing to Senator George, dem- 
ocrat, Georgia, acknowledging an in- 
vitation for Mr. Coolidge’ to visit 
Thomasville, Secretary Sanders said 


.that for the president to accept even 


a small number of these invitations 


would prolong his trip far beyond 
the time he would have. 

“The president does not feel that 
he should be away from Washington 


any longer than necessary while con- | 


gress is in session,” the 


added. 


FAMILIES OF LINDY 
AND REV. ERICKSON 


secretary 


} 
/ 


'in Savannah, it is announced by A.) 


H. Hinesman, negro county agent,; 
who has returned from Atlanta. The| # 
exhibits will be shipped this week, the | 

' Savannah fair opening on October 24. | 
' Ware county took 10 ribbons at! 
. the Southeastern fair in the negro de- | 
‘partment. The awards were. as fol- | 
lows: 
First place in individual sugar cane 
exhibits, for which a blue ribbon and | 
$2 in cash were received. 
First and second place in individ- 

_ ual tobacco exhibits, for which a blue 
and red ribbon and $15 ip cash were 
received. 
First and second on boys’ club work | 

‘or the entire state of Georgia, for | 
which a blue and red ribbon and $25 | 


| 


several hours’ rest Colonel Lindbergh 
went to the Ansley hotel roof, where 
he was the guest of honor at a bril- 
liant banquet attended by more than 


Atlanta to delivering addresses of 
welcome. 


Karly Wednesday morning Colonel 


S. C. On his way he will circle sev- 
eral times over the city of Greenwood. 


| After his visit to Spartanburg he will ; 


| go to Winston-Salem, N. C., Thurs- 


‘day. 


extended to every state of the Union 
and several provinces of the Dominion 
of Canada. 

A quarter of a million persons saw 
the tousle-headed youngster, who 
‘wrote his name in imperishable let- 


iters on the pages of aviation history 


Lindbergh will leave for Spartanburg. | 


: 


' 


; . Ree opl as sighted but it 
300 business, social and civic leaders | when a monoplane w 5 


of Atlanta and Georgia, with the gov-! 
ernor of Georgia and the mayor of | 


’ 
’ 
; 
; 


’ 
; 
’ 


He will reach New York Octo- | 
ber 23 after completing a tour that, 


airplanes soared ; 
waited patiently for the coming of 
the monoplane bearing Lindbergh. A 
great cheer went up from the crowd 


proved to be the advance ship _bear- 
ing officials of the Guggenheim Foun- 
dation. Almost exactly at 2 o'clock 
the Spirit of St. Louis sailed into 
view. Lindbergh flew over the field 
several times inspecting the landing 
places and almost exactly at 2 o'clock, 
the hour he was scheduled to arrive, 
he coasted down gracefully to the field 
and made a perfect landing. The 
crowd preserved absolute order and 
the famous pilot was given ample 
roont to park his machine in the 
hangar and boerd the official recep- 
tion automobile for the trip to the 
city. 

After his triumphant parade 
through the streets of Atlanta, amid 
scenes of enthusiasm never witnessed 
here before, the Lindbergh party ar- 


under direction of the Daniel Guggen- 
heim foundation for advancement of 
aviation. The tour itself has been ar- 
ranged to stimulate interest .n avia- 
tion as a commercial means of trans- 
portation. 
Iindbergh came to Atlanta from 
Jacksonville and will leave this morn- 
ing for Spartanburg, 8S. C.. From 
Spartanburg he will go to Winstone 
Salem and Richmond and during the 
last four days of his tour will visit 
Baltimore, Atlantic City, Washing- 
ton, Wilmington, Philadelphia and 
New York, landing at the latter city 
on October 20, exactly three months 
from the time he began the trip. 


OhioanT ocOppose 
Reparation Plan 


ja few months ago in his non-stop hop 


Trees 


WERE NEIGHBORS 


Parallels between the Christian life | 
and Lindbergh's famous flight, as cH | 
4e 
Erickson at the Gospel Tabernacle on | boy, he made 
“If I live to be an old man, people . 


tured Tuesday night by Rev. 
Capitol avenue, held the congregation 
rapt with attention. 

The evangelist, like Lindbergh, is 
of Scandinavian descent, and 


as neighbors in Minnesota, he said. 

“When that boy started across the 
ocean I dropped on my knees and 
prayed that God would bear _him safe- 
ly over,” he said. “I noticed,” stated 
the revivalist, “that the newspapers 
first began to refer to Lindbergh as 
the ‘flying fool.’ Lots of times when 
a fellow starts to serve God he 
called a ‘fool. 

“When Lindbergh started over the 
ocean he went alone. In similar man- 
ner must the sinner go to God for 
salvation. I noticed when this boy 
got out over the ocean a thousand 
miles: he encountered storms. When 
he got into trouble he didn't come 
down lower to get out of it, he went 
up higher. 


higher. 

“As great and glorious as was the 
flizht of JWLindbergh.” asserted 
evangelist it becomes a 
when compared with the flight of one 
Christian life to God.” 

Revival services will 
through the week, aecording 
nouncement, with meetings 
and 7:30 o'clock daily. 


continue 
to an- 
at 2:30 


/ 
' 


the | something of 
Erickson and Lindbergh families dwelt ieraft while flying a kite. and every- 


is | 


When a Christian gets into | 


trouble the way to get out is to go up! ‘-.,- 
sd PY Viking reserve, he accepted. 


the | 
miniature | 


WILLIAM H. ALBRIGHT. 


Many years ago, when William 
Henry Albright, now 87, was a small 
the amazing prediction, 


in the air.” He caught 
the possibilities of air- 


will be flying 


hody knows how true his prediction | 


has become. Despite his fourscore 
and seven, Mr. Albright is hale and 


hearty, and took a close interest in ' 


all the ceremonigs connected’ with 


Lindbergh's arrival Tuesday. 


LINDBERGH WEARIED 


BY CONSTANT PRAISE 


—— | 


Continued From First Page. 


wildered boy taxied his plane to a. 


halt on Le Bourget field to he greet- 


ed by a swarm of hysterical Gauls, he | 


accepted the ovation, not quite un- 
derstanding. Kings did him 


ambassadors loaned him clothes, With 


Flier Is Weary. 

Tuesday, perched above the 
seat of an open car, for the 
sandth time he ran the gauntlet. This 
time Atlanta’s throngs chanted. the 
“Lindy” paen. For the thousandth 
time he has seen a Roman holiday 
in his honor. But it was a weary man 
who heard it. Slumped forward on his 


hack 


em ae 


CRICHTON’S 


Take our FREE DEMONSTRATION LESSON and you will understand how this 
wonderful shorthand can be mastered.in four months or less. 
SEND FOR CATALOG 


Crichton’s Business College 


Nearly 40 Years 
in Atlanta 


i 


Whitehall 
and Trinity 


Any of 
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from King’s. 
need. 
of our complete line. 


Black Iron Portable Grates ex- 
actly as illustrated above. 
20-Inch . 

22-Inch 

24-Inch 

26-Inch 

This same grate may he had 
in bronze finish at small addi- 
tional cost. 


_— - 


The Famous “‘Atlanta”’ 
Portable Grates 


18-Inch 
20-Inch 
22-Inch 
24-Inch 
26-Inch 


Others to 


—_———— 
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Fireplace Sets 


A wide range of styles and fin- 
ishes to select from. Prices 
range from 


: be to Say 


nS 


; Coal Shovel 


serviceable shovel that 


9C to 50c 


Good, 
makes coal 
handling easier 


KING HARDWARE Co. 


Main Store—53 Peachtree St. 
our 12 Stores Can Supply You 


FIREPLACE FIXTURES 


On a chill evening the fireplace is the heart of the home. 
it and add to its comfort and convenience with fireplace fixtures 
In our large stock you will find just the pieces you 
The items listed below are typical of the quality and prices 


ee —--—— 
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Portable Black Iron Grates just 
as illustrated above. 

BOANER cecbhe! 

Seanen « 

24.Inch . 

26-Inch 

These grates may he ‘had in 
bronze finish also at slight ad- 
ditional cost. 


No. 1827 Circular Front 
Portable Grates 


48-Inch 
20-Inch 
22-Inch 
24.Inch 
26-Inch 


; 
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styles in Brass and Iron 
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Fire Screens 


62 » 
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earn” 


BS 
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Protect the 
open flame. 
Up to 
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Coal Tongs 


Why soil your hands with dusty 
coal when you can buy a pair 


of Tongs 35¢ aw 50c 


for ihe toe oe 


KING HARDWARE Co. 
Main Store—53 Peachtree St. 
Any of our 12 Stores Can Supply You 


homage, | 


in eash were received. | 
Third in county exhibits for the} 
entire state, for which a white ribbon 
and $75 in cash were received. 
Fourth place in individual peanut : 
exhibits, for which a yellow ribbon} 
and S2 in cash were received. | 
Sixth place for individual pea ex-; 
hibit, for which a green ribbon and | 
$2 in cash were received. 
Eighth place for the best 10-ear; 
corn exhibit from the state at large, | 


ad «ie se aS nc ae Ree 2 “ ES a pe, ae 
PRE RER  PON SERENE NER SS OE ee OE POO oe 
vere os ee CRA ~ . . ‘ — 


‘for which a gray ribbon and $5 in! 
cash were received. 

Tenth place for county corn dis- 
play, for which a brown ribbon and 
$5 in cash were received. 


G. O. P. Head Sinking. | 


Hot Springs, Ark., October 11.— | 
(P)—Colone] H. L. Remmell, repub- | 
lican leader and internal revenue col- | 
‘lector for Arkansas, ill in a hospital | 
here, was reported today in a gradual | 
sinking condition. 


ed _ », of, Pa a! 
Sage 


ee 
in wag “ey Axx 


seat. his right hand gestured auto-j; 
matic response. 
As he rose to his feet for the ad- 


dress at the banquet in his_ honor, 


BO 
we Or 
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it was no longer the unknown mai! 


; 
; 


thou-| 


| 


' is a hint of the road he has traveled 
| to fame—the toll idolatry has exacted; | 
' and only 
‘spreads the gospel of aviation and | 


‘ 

| At such times only may he live his| 
| dreams before the roar of applause j 
| breaks his solitude. 


' wealth to carrWaon for aviation. 


‘4 $22.50 Up 


pilot, the eager boy who went uncon- 

cernedly about the business of con- | oS 
quering an ocean. It was a man. more ass Se RE ee ee 
urbane who has heard the din of aE g Sept» 
erowds, the world’s applause, a hermit Miss Alma G : 
yanked from’ his retreat. ' bergh’s advance agent. 


theart 


\from New York to Paris. 


They lined 


‘Candler field, the route of the pro- 


cession 


they stood 
zling rain 
glimpse of the world’s most popular 
hero. 


| tion 
chairman 


AAA Rs ER SS RS 
of Lieutenantt Phil Love, Lind- 


The “Lone Eagle” changed his route so that the 


The wide blue eyes which have th | two could get a fleeting glimpse of each other at Millen, where Miss 


long gazed into space are tired wit 
the closeup of humanity, haunted by | Galbreath lives. 
the press of adoration. In those eyes | 


|] 


After Plane Crash, Love 
Was Nursed Back to 
Health by Miss 
Galbreath 


when: he ! 


do they light | 
he tells of his air dreams—the only | 
vital things in his life, | 

At such times he is the Lone Eagle. | 


Howling multitudes have screamed 
‘his fame. Millions have created a : ’ 
i'demigod and through the clamor, his ; Colonel Charles A. Lindbergh took 
‘lonely spirit must have winced. Un-j| the Millen route from Jacksonville 
|der the barrage of pratory, his youth to Atlanta Tuesday, and there was a 
has been ground. In his ceaseless tur- /sound and substantial reason for this 
‘moil, his iron nerve has been in a/| detour from the straight air line 
crucible, route. 
| Slowly but surely, the noisy praise} You sec, there is a girl in Millen— 
of nations has carved this solitary leacl i now don't get nhead of the story— 
into a man infinitely tired of it all,! she’s not Lindbergh's girl, but she 
a man wanting only the upper reaches ; does occupy a mighty large spot in 
of his beloved skies. (the heart of one Lieutenant Phil R. 

Are they clipping the eagle's wings? | Tove, pilot of Lindbergh’s advance 

It is said that he is sacrificing} plane. 

Lindbergh and Phil Love are pals 
—they attended school, barnstormed | 
in airplanes and rode the air mail to- 
gether; and now Phil is acting as 
the flying colonel’s advance man on 
the tour. , 

Several years ago Phil Love was 
flying over Vidalia, giving demonstra- 

cotton dusting by airplane 


BY BEN COOPER. 


Lindy is tired! | 
! 
} 


But what of the years of youth | 
an unknown mail pilot has laid on 
the altar of air conquest? 


—=-—-—- - 


tions of 
|for the Huff-Daland company. Some- 
' thing went wrong with the plane and 
‘he crashed, receiving severe injuries. 
' His nurse was Miss Alma Galbreath. 
| of Vidalia, and between the two of 
_them, nurse and patient—well, you 
‘ begin to get an inkling of the story. 
Correspondence Started. 


| After Love’s recovery he and Miss 

Galbreath kept up a constant corre- 
| spondence. When she heard that he 
| would accompany Lindbergh through 
| Georgia she naturally expressed a 
( wish to see the air conqueror of the 

Atlantic, and—well, you know what 
'a fellow will do for his girl. 

Phil broached the subject to Lind- 
'bergh, and the latter’s response was 
| typical of a man who is a firm pal 
to another man: “Sure,’’ he said, 
“we'll go by Millen.” 

So that is why Colonel Charles A. 
' Lindbergh, world-renowned air hero, 
; whom crowds fight to see, flew low 
‘over the Millen hospital grounds Tues- 
day at noon and “did his stuff”. for 

Georgia girl, while Phil Love, in 

red Ryan plane, circled around, 


| dropped a letter, and waved with some 
considerable feeling at a tiny white | 
figure amidst all that crowd of fig- | 
ures—a figure that wore a bright red | 
rose at his request. 


HELENE COSTELLO 
REVEALS THAT SHE 
MARRIED TWIC E} 


' (By Leased Wire to The Constitution and 
The Chicago Tribune.) 

' Hollywood, Calif., October 1.— 
1 Helene Costello returned today from 
‘her honeymoon as Mrs. Jack Reagan 
and startled Hollywood by confiding 
that her wedding with society trim- 
mings at the Church of the Good 
Shepherd, here, on September 29, was 
only an encore to the previous real 
marriage. 

The actress says she and Reagan. 
‘who is the son of Lieutenant Colonel 
John Reagan, of Washington, D. C., 
' were secretly wedded in Port Chester, 
iN. Y., last June 20. She. told her 
mother and her sister, Dolores, soon 
j afterward, Helene said, and her moth- 
" (er arranged the church wedding by 
\ Father Mullins here. 

Miss Costello will continue in mo- 
| tion pictures and voung Reagan will 
, move his advertising agency here from 
, New York, 


See 10 Avoid Engine 
Repair Bills 


Wise motorists check their ignition 
when the engine falls short of the fine 
performance that it once had. 

Many times expensive repair bills 
are incurred and it is afterwards found 
/that all that was needed was a new 
' set of spark plugs. This for the rea- 
son that spark plugs in time de- 

teriorate and need to be replaced. 

This is the simplest, safest and 

least costly thing to do before author- 

izing extensive repairs or adjustments. 

When you buy spark plugs, be sure 

te insist on AC—the spark plug on 

_which Lindbergh, Chamberlin, Byrd 
‘and other great flyers staked their 
| lives—then you will be cure of perfect 

spark plug performance. 

_ Your dealer has the right type and 

size for your engine.— (adg.) 
: 
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‘landscape 5,000 feet below is a dull 


| 
Taking Shorter Route, Bi- 


plane Hard Pressed To 
Beat “Spirit” to 
Candler Field. 


BY DICK HAWKINS. 
In the air between Millen and At- 
lanta, October 1).—This is sport. The 


“Lone Eagle’ and his great siWwer 


'bird are fast disappearing on the | 


horizon. He has kept his faith with 
a buddy and has flown with that 
buddy over a little city where his 
sweetheart waits. That buddy has 
gone toward Atlanta and Lindy is 
stretching out toward Augusta. 

We start in pursuit of “We” and 
though our ship, a Travel Air biplane 
of the Mable Cody flying circus, with 
Pilot Fritz at the stick, clips off 100 
miles each hour we soon lose sight of 
the great “Spirit” and turn directly 
toward Atlanta. 

There is no compass in our ship. 
We follow the railroad and then bear 
northward in the hope that we may 
catch sight of our famous quarry on 
the line between Auguta and Atlanta. 


| lantic 


| Eagle” sat on the top of the back seat 


The miles roll by in unending pa- 
norama, the earth 
the railroad a ribbon of black with 
toy telegraph poles lining the narrow 
right-of-way. 

Runs Into Rain. 

As we strain our eyes for a sight 
of Lindbergh we see a queer droop- 
ing haze over the hills ahead. Our 
ship begins to climb. Three thousand 
feet, a hundred more and on up to 
4.500, but the rain hits us. A hand 
goes out and the drops of rain in 
the propeller slip out like myriad 
needles, Somewhere just north of us 
“Lucky Lindbergh’ may be driving 


‘into that same rain—laughing at the 


impotent elements and perhaps remem- 
bering the wrath of those same ele- 
ments on a night last Mav when the 
mirage lights of Paris laughed taunt- 
ingly at a lone flyer and his modern 
Pegasus. 


Will Lindy beat us into Atlanta? | 
Will our trip be in vain because his | 


big monoplane shaves off the miles 
like roaring lightning? The blue eyes 
of Pilot Fritz are set behind his gog- 
gles. He gives the little ship the gun 
and the rain is left behind. Still 
no sight of Lindy. If he went over 
Augusta we may still be in Atlanta 


5,000 feet below, | 


through MHapeville,, College 
Park and East Point. In Atlanta 
20 deep cheering in a driz- 
as they caught a fleeting 


Atlanta outdid herself, and Lind- 
bergh, with a winsome smile conduct- 
ed himself with perfect poise and 
modesty, graciously acknowledging 
introductions: to dignitaries and to 
humble Atlanta admirers. 

From the timé that the Spirit of 
St. Louis hove over Candler field un- 
til Lindbergh retired from the ban- 


'quet halls at the Ainsley hotel to his 


suite at the Hotel Biltmore Tuesday 

night, his each action indicated he is 

every inch a flier and impressed his 

audiences with qualities which show- 

ed that he deserved the place in the 

sun to which he has been elevated. 
Cheered by Throngs. 

If Lindbergh neéded to sell him- 
self to Atlantans, he did a_ perfect 
job of it. Men and women, old and 
young, hailed him. ‘They yelled un- 
til their throats were hoarse and threw 
in a few others for good measure. 

Every event planned under direc- 
of Henderson Hallman, general 
of the special committee 
named by Mayor I. N. Ragsdale to 
direct the reception, went off as sched- 
uled and on time. 

Lindbergh began 


the program in 


| Atlanta by arriving exactly on sched- 


uled time. His giant monoplane set- 
tling on Candler field in one of the 
most graceful landings ever seen there 
exactly at 2 o'clock. 

After a few moments during which 
Lindbergh posed with digintaries for 
photographers, he was ushered into 
his car and began a triumphal ride 
through Hapeville, College Park and 
East Point. He reached the intersec- 
tion of Whitehall and Forsyth streets 
at 2:40 o'clock. He passed lanes of 
cheering persons, thousands of them 
who were anxious to get even a 
glimpse of the man who alone piloted 
the Spirit of St. Louis over the At- 
to Paris. 

Sits in Rain. & 
From the start of the\ parade in 
Atlanta until he ended Ifs trip at 
the Biltmore, where he received news- 
papermen, he was acclaimed by ad- 
miring thousands. Despite a rain 
and low threatening clouds, the “Lone 


of his machine so that he could be 
seen by those who had braved the 
drizzle to set their eyes on the na- 
tion’s most modest and youngest hero. 

The first stop after leaving Can- 
dler field came at Pershing Point, 
where he decorated the memorial to 
Fulton county heroes who gave their 


lives in the world war and where he 
himself was decorated with an em- 
blem presented by the Atlanta chapter 
of United Daughters of the Confed- 
eracy. 

Even the shrieking siren of Fire 
Chief William B. Cody's car failed to 


zet a right-of-way for Lindbergh as 


he attempted to reach his car after 
this, and Mr. Hallman and Colonel 
Charles Cox forced a clear’ lane 


through which he might pass. 
Enthusiastic women 


reach his car: men did likewise and 
children crowded about him 


for a single smile of recognition. 
Finally the police and fire depart- 
ments succeeded in vlacing him in 
the automobile, which began a _ hasty 
trip to the United States Veterans’ 


soon enough to see him bring the 


“Spirit of St. Louis” to Georgia soil | 


for the first time. 

Out of the rain we lose our bearings 
for a moment. We see a city far he- 
low like a group of playhouses. 
nose down and circle lower. Below 
the mist we see Milledgeville and strike 
out for Atlanta. 

Still no Lindy. 
lowing his proposed route by Augusta. 
There is still hope for us. We push 
ahead, still at a 100-mile clip, with 
a strong tail wind behind to help. 

Rising Above Storm. | 

We strike another shower, but skirt | 
its edge without mishap and then we | 
see more ominous streaks on the hori- | 
zon ahead. They spread as far as 
eye can reach either way. We must | 
go through this storm or land for its | 
passing. But it is a low cloud and. 


as it approaches the nose of our ship ; 


tilts up as Pilot Fritz leans back on 
the stick, It is a race against time. 
Can the little motor under that blue 
hood carry us high enough to miss | 
the fury of the storm? 

It does and as we look up to the 
sun we look down on the rain. The 


blur of light fields and dark woods 

as the rain beats below and the sun 

peeks through the higher clouds. 
That is past and we strain our 


eyes for a glimpse of Candler field | 


with its waiting thousands. Has| 
Lindbergh arrived ahead of us? Will! 
the crowd be inside the barriers and ' 
over the field to prevent a landing? 

As we near the field we know our 
fears are groundless. Literally thou- 
sands of automobiles like lines of ants 
parading a rain-soaked sidewalk crawl 
into Candler field from every high- 
way. Surrounding the field itself are 
other thousands of autos, their occu- 
pants straining at the barriers with 
eyes turned toward the hum of our, 
motor, 

We circle the field and Ben Cooper, | 
of The Constitution staff, tries some | 
aerial pictures of the crowd. 
then we land, taxi back to the line} 
of waiting ships and forget our chase 
to wait for our quarry. 

After 20 minutes he comes and 
the time these’ lines are read the 
world will know that Atlanta played 
host to the greatest flier as only At- 
laznta is capable of playing host 


We | 


He must be fol. | 


by | 


| 


Hospital No. 48. 

Only a perfunctory inspection of the 
wards and the sick was permitted 
under pressure of time, and Lind- 
hergh again was on his way to Grant 
field. Tech’s stadium, where he was 
received with wild acclaim by many 
thousands and in downpour of rain. 

Crowd Gathers Early. 

Many hours before the famous flier 

was scheduled to land 


in that territory. Long rows of auto- 


mobiles were parked in all available 


space adjacent to the field and a 
steady stream of people moved 


slapped the 
hero on the back as he attempted to 


hungry 


at Candler 
field the crowds began to assemble 


to- 
ward the field from all directions. By 


ON SAVINGS 


Compounded 
Quarterly 


EMPIRE TRUST 
COMPANY 


'54 N. BROAD STREET 


used 


rived at Grant tield where more than | 


20,000 people had assembled to hear 
his speech and to witness his official 
welcome. 


Address Cheered. 


Loud speakers carried Lindberg’s 
voice to all parts of the large field. 
and Lindbergh was cheered, hailed and 
praised by hundreds of husky throats 
as he completed his speech. 

He then departed for the Biltmore 
hotel for a short rest before the din- 
ner at the Ansley hotel tonight. The 
banquet hall was crowded and was lav- 
ishly decorated for the occasion. 

Lindbergh's return to Georgia was 
really a return to the state in which 
he actually began his career as an ay- 
iator. It was in Georgia—Americus 
—where he bought his first plane. 
Following the war, Lindbergh was in 


For Flood Victims 


Washington, October 11.—(4)—Rep- 
resentative Begg, of Ohio, one of the 
house republican leaders, is receiving 
many letters urging reimbursement 
by congress of Misissippi flood suffers 
ers but he declared today he had little 
sympathy for the proposals. 

The flood victims, he argued, were 
no more entitled to federal relief than 
sufferers of the St. Louis tornado. He 
said he was ready to favor immediate 
appropriations by congress for repairs 
to the Mississippi levees to protect the 
region until a permanent ‘lood controk 
program is drafted, but that that 
should be the extent of federal action 
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S RULER FOR A D 


Georgia Notables G 


reet ‘Lone Eagle’’ At Candler 


' 
j 


ield 


"Y) MIGHTY SHOUTS 
ASHE ALIGHTS 


First Thought on Land- 
ing Is for Safety of His 
Plane; Arrives on Time 
to the Dot. 


E 


' BY BILL SHIPPEN. 

Curving downward from the lofty 
avenues of the sky, the winged Spirit 
of St. Louis, bearing Colonel Charles 
A. Lindbergh, Tuesday afternoon broke 
through a bank of slate-gray clouds 
that masked Atlanta, and five minutes 
later, on schedule to the split-second, 
settled on Candler field at 2 o'clock. 

Eyes of 50,000 spectators at the 
field a scant six minutes prior to his 
grrival, were trained on the misty sky- 
line of Atlanta. An expectant hush 
brooced over the vast assemblage, 
whose serried ranks banked the en- 
closure for almost a mile along the 
morth and east boundaries. 

Then a mighty shout went up as a 
gpeck appeared beneath the lowering 
clouds. Growing with unbelievable 
speed, it became a graceful mono- 
plane whose silver sides gleamed as 
she banked and circled. 

The drone of a distant motor swelled 
to a symphony of power as the ship 
thundered down over the crowd. Ap- 
proximately 500 feet overhead the 
flying colonel opened a side win- 
dow and took “a squint” at the field. 
He circled twice, retarded his motor, 
and picked the smoothest spot on | 
Candler field for a perfect landing. 

Crowd Orderly. | 

When the famous plane wheeled on 
t!: ground and taxied down on the 
hangars toward the official party, 
eager thousands restrained themselves 
behind the lines and displayed a spirit 
of courtesy almost unprecedented in 


Photo by Francis FE. Price, staff photographer. 


j 


and Henderson Hallman, chairman of the reception committee, at right, 


_ Scenes snapped luesday afternoon at Candler field as Charles A. Lindbergh landed to pay a visit to Atlanta. At left Lindy is shown just after he alighted from “The Spirit of St. Louis,” 
being greeted by Colcnel Charles Cox, commander of the 122nd infantry (in uniform) 
shaking hands with Governor L. G. Hardman, with Senator William J. Harris looking on. 


The other photo shows Lindy 


crowd history, officials said. place 


D (ed the detachable windovs in 
own an open lane the Spirit of t ie nt aud emailing 
St. Louis roared into a berth in the! nae mepper, bere-seaded : : me 


hangar. | from the cabin. 


group who circled about him, and, 
for all his poise, seemed absurdly boy- 
ish to have won the acclaim of the 
civilized world, 


Two- 


Trouser 


While the reception committee | Eyes Are Friendly. 
The visitor shed a leather flving 
was well with the plane that has! governor, the mayors and the recep-| 
paths, (him in the hangar. 
The reception 
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in the cabin, making certain that al]| blue eyes and a quick smile for the 
| business suit and strode forth, bare- 
borne him in safety over perilous air | 
| the city. 
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‘landed and was berthed in the Doug 
Davis. hangar. 


| commercial 


| with the United States department of | 
/ commerce, 


| had 


_celar the way for the Lindbergh party. 


were banked by cheering spectators, 
‘while every window and many roof- 
‘tops overlooking the street held their 
‘quotas of enthusiastic spectators. 


! 


i 


f 
; 
i 


| 


| 


| ton 


' cheerfully 


‘ly thoughtful as he marched between 
| uniformed 


‘rial. 


‘er across the approach, 30 members of 
ithe Old Guard of Atlanta stood 


|atives from every patriotic organiza- 


, and ers 
‘the D. A R. and the Atlanta division | 
‘3 


| fallen 
|.death with the youthful legions of ' 
; America. 


| ing. 


Mayor I. N. Ragsdale, of Atlanta. 
Henderson Hallman, president of the 
Atlanta Aero club and chairman of 
the committee, and William B. Harts- 
field, of the aviation committee of 
city council. Lindbergh was also in- 
troduced to the mayors of College 
Park, East Point and Hapeville and 
to Colonel] Charles Cox, commander of 
the 122d infantry. 
Parade Starts. 

Led by a detachment of motorcscle 

police and Fire <hief Cody's famous 


red automobile, the procession left the; 


field at 2:15 o'clock. 

Down avenues lined with cheering 
thousands and to the din of locomo- 
tive whistles, the procession of 12 
official ears rolled swiftly. From 
Virginia avenue, it turned into Lee 
street and arrived in West End at 
2:35 o'clock. 

Half an hour prior to Lindbergh’s 
arrival at Candler field, his escort, in 
a three-passenger cabin monoplane, 


The party included Donald Kerhoe, 
representative of the Gnggenheim 
Foundation, which is sponsoring Colo- 


‘Kid Boots’ Star 


Flew With Lindy for Air Passenger Service 


The coveted honor of having flown 
through the air as a passenger in a 


| plane piloted by Colonel Charles A. 


Lindbergh is one possessed by few 
fortunate individuals. By a coinci- 
dence, one of these fortunate indi- 
viduals was in Atlanta Tuesday when 


the famous hero paid this city a visit. 


nel Lindbergh’s tour in the interest of 
aviation, together 
Lieutenant Phillip R. Love, inspector | 
and C. C. Maindment, ; 
Wright Acronautical company expert. 


Parade Moves Briskly. 


Atlanta police and fire departments 
detailed hundreds to hold the 
crowds in line at the field and to 


Unmarred by a single traffic delay, 
the procession maintained a _ brisk 
speed into the city. 

On lower Whitehall the sidewalks | 


All business was at a standstill, and 
workers of downtown business estab- 
lishments thronged every point of van- 
tage. 

Confetti in showers drifted down| 
into the windswept streets as the pro- | 
cession sped through Five Points. 
From there down Peachtree to West 
Peachtree, and back onto Peachtree 
acain by way of North avenue 
the sidewalks were lined and windows 
crowded. 

The colonel rode seated high on the 
folded top of his motor car. Prompt- 
lv at 3 o'clock he descended at 
Pershing Point to lay a wreath on 
the memorial tablet dedicated to Ful- 
county's fallen heroes of the 
world war. 

The youthful colonel, who had 
smiled a greeting to the 
acclaim of thousands, appeared grave- 


ranks of the Old Guard 
and came to a halt facing the memo- 


In open order and fronting each oth- 


at 
“present saber” while the simple cere- 
mony was concluded. 

Tablet Decorated. 

The colonel took from the arms of 
Mrs. Price-Smith, president of the 
Atlanta Woman's club, a great wreath 
of red and white asters and rever- 
ently laid them before the tablet. 

Grouped about him were represent- 


tion in the city, including the Atlanta 
Joseph Habersham chapters of 


of the U. D 


Before the tablet the flying colonel 


' bowed his bare head for a moment, as 


if contemplating the sacrifice of those 
heroes who marched off to 


Standing there, that tall youngster 


| seemed the spirit incarnate of Ameri- | 
can youth, pausing for a moment to 
| pay 
‘charged duties the succeeding genera- | 
‘tion had been too young to assume, 


tribute to those who had dis-. 


TRIUMPHS FAIL 
TO ALTER LINDY’S 
TASTE IN FOODS 


Lindbergh is still fond of the same 
food which carried him across, the 
Atlantic. 

' KE. Bouvier, chef of the Atlanta Bilt- 
more hotel, where Colonel Lindbergh 
was given a handsome suite of rooms 
on a floor of several dozen rooms oc- 
cupied by him alone, served the flier 
a great piece of broiled ham at 5 
o'clock Tuesday afternoon. That was 
the first food he had eaten since leav- 
ing Jacksonville, Fla., Tuesday morn- 


Among other things, Lindbergh had 
soup, fried petatoes, cream cheese 
and pimento sandwiches, club sand- 
wiches, sliced tomatoes, coffee and 
Coupe Helené, a dessert of ice cream 
and cherries. Bouvier once cooked 


a meal for King Albert a Belgium. 


with i 


cs 


MISS CHONA PAULA. 


She is Miss Chona Paula, dainty and 
petite little singing and dancing star, 
who plars an important role in “Kid 
Boots,” the big musical comedy pro- 
duction now 
ment at the Erlanger theater. 

Miss Paula was in St. Louis when 
(colonel Lindbergh was piloting one of 
the air-mail planes prior to his record- 
breaking flight Atlantie. 
While visiting Lambert field she had 
au opportunity to fly with Lindbergh 
nnd immediately grasped it. She and 
the famous flier circled around St. 
Louis for a good long ride, after which 
Miss Paula became a close personal 
friend of the world-acclaimed hero. 

“I thought he was a darling boy 
even then and, of course, since his 
famous flight I think he’s more 
darling than ever,’ Miss Paula said 
Tuesday. 

The coveted honor of flying with 
Lindbergh is one kind 
there are lots of pilots who would 
cousider an opportunity of flying with 
Miss Paula something of an honor 
too, as a glance at the accompanying 
picture will attest. 

Miss Paula plavs the part of “Jane’ 
in “Kid Boots’-and her singing and 


playing a week's engage- 


across the 


, 


dancing is one of the hits of that very | 


fine show. , 


lanta this week so I could | 
chance to see Mr. Lindbergh again, 
Miss Paula said. 


me ee ee. ee 


ATLANTA’S ESTEEM 
SHOWN IN BOOK 
GIVEN LINDBERGH 


Colonel Charles A. Lindbergh, At- 
lanta’s ;honored guest Tuesday night 
at an elaborate banquet at the Ansley 
hotel, was presented with a handsome 
vellum volume, bound in green mo 
rocco and bearing the insignia of the 
flying service, by A. J. Orme, promi- 
nent Atlanta, in behalf of the city. 

This volume contains the city’s ex- 
pression of admiration and affection 
and signed statements of esteem by 
more than 100 leading Atlantans. 

Mr. Orme is chairman of city coun- 
cil’s finance committee and vice presi- 
dent of the Atlanta Trust companys. 


Eugene R. Black,’ president of the 
same institution, acted as toastmaster 
at the dinnet, 


t 


f honor but! 
7 3 | other in the entire trip from Candler 


} 
' 
' 


the north Georzia division. 


Winsome Dancer||_indbergh Sees Big Future 


Early Establishment on Permanent Basis Predicted 


Regular passenger service in air- 


planes between populous centers will 
ibe established on a permanent basis in 
ia few years, and in some parts of 
' . 

| the country in a few months. 

| That was the opinion 
Tuesday by Colonel Charles A. 
bergh after Atlanta had roared out a 


mighty welcome in his honor during | ments to present 


‘the afternoon. 
| Development of air navigation will 
not be limited to any particular part 


section as against the other, in the 
opinion of the flier. 

“Establishment of air ports, with 
adequate facilities for. planes, with 
proper equipment for rm@pairs and with 
‘conditions as near perfect as possible 
(to assure safe landings is the first 
essential that will aid development of 
air navigation,” he said. “Those cities 
| which provide such facilities and those 
igections of the country which have 
them in the larger number will be the 
| first to reap the benefits of 
| traffic.” 
| FAMOUS FLIER 
TALKS POINTEDLY. 

After talking with Colonel Lind- 
|bergh, it is easy to see why he has 
iheld his popularity after 


expressed | that 
Lind- | will 


of the country and there are no nat- | 
ural advantages possessed by any one | 


| 


on his | 


| 


until he reaches New York 
present tour of the country. 

“IT expect to arrive in New York) 
October 23 and sball then discuss for) 
the first time my permanent plans 
for the future. Of course 1 feel now | 
whatever these plans are they | 
be connected with aviation.” 
Lindbergh has conrpleted arrange- 
his ~historv-making 
plane to the Smithsonian institution to | 
be preserved there for future genera- | 
tions. 

“The plane is running 
ever, as perfectly as it ran on the; 
trans-Atlantic flight.” he said. | 

The youthful hero made his first 
flight alone at Americus, Ga., April 
19, 1925. Asked if this did not make | 


j 
i 


today, how- | 


(him a “Georgia flier.” he replied with 


WATCHING 


air | 


receiving | 


enough homage to turn the head of the | 


istrongest minded people. He is cour- 
'teous, affable, speaks directly to the 
‘point, gives information readily and 
iif the question asked him is one that 
‘he cannot answer he politely declines. 
| ' The trans-Atlantic flight hero would 
not discuss the failure of other fliers 
, to negotiate the trip from America to 
'Enrope. He did state that it is his 
| belief that such trips should not be 
.atempted purely for publicity purposes. 

*'Trans-Atlantie flights should not 
he continued until facilities are pro- 
vided for safer forced landings,” 
isaid, “New wars must be devised to 


'make communication easier between a | told newspaper representatives at the 
| plane that has been forced to land and | Biltmore hotel Tnesday. 


| near-by aid.” 

|HAS NO PLANS 

/ FOR FUTURE. 

| Lindberg declared that he has 
j}adopted no definite plans for his fu- 
iture career and will not adopt any 


‘fern made his 


|in one respect. 


| 


i 


a laugh that several other states might 
dispute such a claim. 

“My plane itself was made in Cali- 
fornia,” he said. 

BUSY ON TRIP 
PLANE. 

Colonel Lindbergh was asked to tell 
some of his thoughts while on his 
lonely trip across the Atlantié. : 

“IT had so many instruments 


think of much besides piloting 
piane,” the hero declared. 


Lindbergh saic was ili | 
dbergh said he was not familiar | to be welcomed by the most spontane- 


with conditions under which Paul Red- | 
ill-fated flight toward | 
South America and also said he did | 
not know any of the details of the 
flight of “Old Glory” or the proposed | 
flight of Ruth Elder. 

“In all flights of this character. 
however, it would be best for pilots to 
arrange some way of communicating 
with the rest of the world in case of 
forced landings,” he said. 

Atlanta stands first with Lindbergh | 
This city provided the | 
best order in all the welcoming crowds 


he| that have been faced by the famous | 


hero of the air on his present tour, he 


“That was the best policed crowd | 
that has met me on my present tour,” | 
was Lindbergh's tribute to this city. ! 

Atlanta forsook its daily commercial 
routine [nesday to roar ont a mighty 
welcome to the first mar to span. 
the ocean by air. 


i 
' 


Colonel Charles Lindbergh appear- 
ed in a dual role at Pershing Puint 
| Tuesday when he was the recipient 


of a decoration and at the same time 
laced a wreath on the memorial to 
ulton county’s contribution of heroic 
dead in the world war. ~“ 

Despite the fact that the stop at 
Pershing Point was brief, it was mark- 
ed with more color and a greater dis- 
play of patriotism than probably any 


| to Grant field. 
Members of the Old Guard. fn fall 


escorted him to the tablet as he left 


i 


| 


| regalia, received the flying colone! anil | 


his automobile. Hundreds of specta- | 


fic was halted. 


the United Confederate Veterans. anil 
Brigadier General W. D. Harris. of 
pinned an 


; Mors crowded the streets and all traf. | 


emblem donated by the Atlanta chap- 
ter of the United Daughters of the 
Confederacy on Lindbergh, while Mrs. | 
Charles P. Berd, chairman of the dis- | 
tinguished visitors’ committee of the’ 
woman’s organization, read a 
‘fledicated to the air hers. 
Mrs. Stafford Seidell is president 
of the Atlanta chapter, 17. D. C., and| 
Mrs. Charles Nevel Davis, poet laure. | 
ate of the chapter, is the author of | 
the poem. 
The emblem had a Confederate flag | 
on one side, a Union flag on the’ 
other, connected in the center by a 
United States flag. 
Despite the fact that the are of 
aces was to be’ decorated himself. his 
first act was to accept a wreath of-' 


poem | 


fered by Mrs.’Sam Jones. president of | 
Major General David B. Freeman. | tie 
j commander of the Georgia division of 
“I’m certainly glad we played At- | 
get a 


War Mothers’ Gold Star Je- 
gion, and place it tenderly on the 
memorial to Fulton countr  rouths 
who paid the supreme sacrifice in the 
service of America during the war. 


Lindbergh Warmly Received 
By Disabled War Veterans 


BY HERMAN HANCOCK. 
One of the most cordial receptions 


Atlanta was that given Tuesday aft- 


ernoon at United States Veterans 
Hospital No. 48, 

Escorted from Pershing Point to 
the hospital by a special delegation 
from the American Legion under the 
command of Frank Kempton, com- 
mander of Argonne post No. 1, and 
Mrs. Arthur Hazzard, president of 
the Woman's auxiliary, Lindbergh 
spent severa] minutes in greeting in- 
mates of the institution, visiting every 
ward in which bedridden patients were 
unable to line up to greet him as 
he entered the grounds of the insti- 
tution. 


William E. Tate, national 


| 


accorded Lindbergh in his stops in| him and made a brief address. 


i 


| 


com- | | 
mander of the Disabled American Vet-| youth who in 1927 accomplished the 
erans, with headquarters in Cincin- | greatest 


nati, who came to Atlanta especially | 
to greet Lindbergh, was presented to | 


Colonel Lindbergh was met as he 
entered the institution by Dr. George 
L. Johnson, medical officer in charge; 
Dr. ) my ¥ Carroll, clinical director : 
Howard Glenn, state commander of 
the Disabled American Veterans; Mrs. 
Hazzard, Frank Kempton and Asa 
Warren Candler, state commander of 
the American Legion. 

“As national commander of the 
Disabled Veterans of the World War, | 
representing a group of young Ameri- | 
can manhood who glorified the pages 
of American history in 1917-18, [I am| 
proud to join in paying tribute to} 
the finest example of American man- | 
hood.” Mr. Tate said. “To that! 


} 
individual achievement in} 


Be: 
' has done more to ereate good feeling 
/ and 


i 
to | 
watch that I did not have time to' 
my | 


| airplane, 


_ and 
| greatly 


Lindy Decorated by U. D.C., 


| DIM 


Pays Tribute to War Heroes 


| af 


through human lanes 
/ rOnvOYV 


spectators who 


AY 


SO 


AVIATION PLEA 


AT GRANT FIELD. 


Addressing Throng at 
Stadium, Says Future 
of Flying Needs Cooper- 
ation of General Public. 


——— 


A plea for the support of commer- 
cial aviation, by providing patronage 
and airport facilities, was voiced Tues- 


day afternoon by Colores! Charles A. 
Lindbergh at Grant field before the 
massed thousands who gave him a re- 
ception that left no doubt of their 
admiration. 

The crowd, which was like those 
drawn by Tech's football classics, be- 
gan gathering as soon as the gates 
were opened ct 1 o'clock and an hour 
later was large enough to give an en- 
thusiastic welcome to “The Spirit of 
St. Louis’ when the plane and its 
lone flier soared and dipped above the 
field. : 

Colonel Lindbergh marched on the 
field escorted by the governor and 
his staff while detachments of regu- 
lar soldiers, members .of the Tech 
military organization and other bodies 
of soldiers formed a line to keep the 
crowds away from the field. Arriving 
at the speaker's stand Colonel Lind- 
bergh was greeted by Governor Hard- 
man, Mavor Ragsdale, United States 
Senator William J. Harris, Colonel 
Frederic J. Paxon and Dr, M. L. 
Brittain, president of Georgia Tech. 

The official welcome to Colonel 
Lindbergh was delivered by former 
United States Senator Hoke Smith. 
The invocation was pronounced by 
Dr. J. Single Lyons. pastor of the 
First Presbyterian church. Colonel 
Lindbergh spoke only one minute and 
these speeches were all that were de- 
livered at the Grant field reception. 

Plea for Aviation. 

“This tour is being made to 
mote interest in aviation in America,’ 
Colonel Lindbergh said. “We are on 
the verge of a great development in 
commercial aviation in this country. 
Today the country is being served by 
well established mail lines. In the 
near future we will have passenger 
routes established over the present 
mail routes. We want to do all we 
can to promote interest in the com- 
mercial aviation but before we place 
this service at your disposal, we need 
your cooperation, You can cooperate 
in two big material ways. First by 
providing adequately equipped land- 
ing fields. Second by providing pat- 
ronage for the air lines after they are 
established. I want to thank you for 
your weleome to me and for the in- 
terest you have shown in this visit. 
I hope in the future you will devote 
part of yrour time to an interest in 
the development or aeronautics.” 

Former Senator Smith delivered the 
official speech of welcome. Senator 
Smith said: 

Smith's Address. 

“This large crowd hears to 
the great pleasure with which we wel- 
come the visit of Colonel Charles A. 
Lindbergh to Atlanta. 

“He has come to us in the historie 
‘Spirit of St. Louis.” thus allowing ns 


pro- 


A | ifnecs< 


| to see the airplane in which he made 


his memorable non-stop flight all alone 
from New York to Paris. 
has been said of him 


that he 
to increase the prestige of the 
United States in Europe’ than any 
American since George Washington. 
“The leading officials of many na- 
tions have acclaimed his prowess 
Kings, queens and rulers have vied 
with each other to do him honor. 
“He came back to his own people 


ous tribute of affection ever given by 
any nation. 

“President and Mrs. Coolidge had 
his mother and himself as their guests. 
and President Coolidge pinned on his 
breast the distinguished flying cross. 

“When he reached New York more 
than 4.000.000 people lined the streets 
to get a glimpse of him, and he was 
presented with the New. York 
medal of valor by Governor Smith. 

“It was not merely the hazard of 
the adventure, but the confidence 
which C‘olone!] Lindbergh had in him- 
self and in his motor that awakened 
the world to the possibilities of the 
and this has given him a 
place in history larger than the con- 
fines of his own country. 

‘Colonel Lindbergh is now devoting 
himself to the promotion of aviation. 
He is the one person who can attroet 
attention to it, and with his reenrd 
knowledge, aviation should 
stimulated. 

“The absence of self-acelaim. the 
refusal to he commercialized, which 
has marked his conduct, has endeared 
to every one. 

“He has been honored as no other 
citizen of the United States and 
has borne. himself with a modesty 
that has been charming.” 7 


‘ 
— nlte 


he 


he 


Every Vantage 
Point Occupied 
As Lindy Passes 


Atlanta saw Lindherch. 
Not since the stirring days of 1917 
has the city marshaled such yast 


| crowds, 


Estimates place the Candler field 
attendance at from. 70.000—the Opin- 
ion of those who viewed the 
from aloft 10,000—the 
conservative ohservers 
ground, 

A wide-flung semi-circle of motor 
ears flanked the flying field on 
north and east: dense ranks of pedes- 
trians stood about the hangars. 

But the downtown throngs were 
the greatest of all. Approaching 
all the way, the 
rolled down Peachtree and 
Whitehall ‘streets between masses of 
occupied every pos- 
sible point of vantace. 
_ These peered down from lofty of- 
fice bujldings wreathed in mist. held 
strategie points on roof-tops, climbed 
telephone poles and packed the streets 
on either hand from the building 
fronts almost to the car tracks. 

Police had cleared the way of all 
parked motors, making room for addi- 
tional thousands. At Five Points the 
approaches were choked by  serried 
ranks. 

And the crowd. in whose ears wera 
the drone of airplane motors and the 
blast of locomotive and factory whis- 


era el 
estimate 
or 


fr 


the 


tha 


'tles, waved flags and cheered them- 


selves hoarse while flurries of con- 
fetti drifted dewn from above. 


history, I wish to pay tribute as a 
representative of tens of thousands of 
my comrades who are still paving the 
price of service to country. 
me in this expression.” 
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from the moment his plane, 


eld until Lindy retired f 


usands braving a light drizzle of rain-to catch a first glimpse of the noted visitor. Center, Lindberg 
Mothers, might pay fitting tribute to the heroes of the world war. To the right, Lindy appear 
e tablet listing Atlanta’s illustrious war dead at Pershing Point. On this same occasion th 
tion on Lindbergh’s breast. Three pictures at the lower left show the public reception at Grant field, Lindberg 
1ier aviator was aCe 


“The Spirit of St. Louis,” first appeared at Candler fi 


eagle of the Atlantic, the demonstration lasting 
municipal aviation field with packed tho 
the auspices of Atlanta’s War 
acing a wreath before th 


Atlanta Tuesday gave itself over to a tremendous welcome to Colonel Charles A. Lindbergh, lone 

the night. At the top is a graphic picture of the graceful landing of the famous trans-Atlantic plane at Aflanta’s 
and Colonel Charles H. Cox as they marched between the raised sabres of the Old Guard so that the air hero of the present, under 
with Mrs. Sam Jones, president of the War Mothers’ Gold Star Legion, and Mrs. W. B. Price-Smith, president of Atlanta Woman’s club, pl 
Flying Colonel was honored by the Atlanta chapter, U. D. C., and to the left is shown General David B. Freeman pinning an appropriate decora 

hefore the microphone through which he delivered his message to enthusiastic thousands; the stand from which he spoke with its military guard, and the crowded amphitheater, and the procession onto the field in which America’s pren 
L. G. Hardman, Mayor I. N. Ragsdale and other officials. Below the center and to the right is pictured the speaker’s table at the banquet tendered Lindbesgh at the Ansley hotel. ‘From left to right they are: Dong 
r: Henderson Hallman, chairman of the local committee on arrangements; Governor Hardman and Mayor Ragss 
‘ —_ core 3 


companied by Colonel Cox, Governor 
ald Keylwe, representative of the Guggenheim foundation~.un der. whose auspices Lindy’s tour is being conducted; Eugene R. Black, toastmaste 
dale. [he photograph of Lindy’s landing was taken by Kenneth Rogers, the central picture by Francis E. Price and the other views on the page by various members of The Constitution’s photographic staff. 
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far up in the air, as desolate as 
Nevada. That's it—there’s where 
the divorce comes in. 


“Health Talke |Lloyd George Is Pictured 
: KING EDWARD DISAPPROVED OF CHURCHILL - 


As Thorn in Side of King 


London, October 15 AA i Magee 


LOOKING AND LISTENING — 
: BY SAM W. SMALL, 


What Other Nations Owe Us and What We 
Owe to Ourselves. | 


THE WORLD'S 
er 


BY DR. WILLIAM BRADY. 


INDIA’S APPRECIATION. 


Coincident with the arrival of | Infantile Paralysis. 


ARTICLE NO. 1. 
This year, as usual at this season 
of year, there are a number of cases 


were to 
His deep 


ministerial resolutions that 


BY PIERRE VAN PAASSEN } 
day these arrived at The Constitu- ) 


Colonel Lindbergh in Atlanta Tues- | 


tion exchange table a copy of 


“Kirloskar Khabar,” a leading maga- Was Voltaire 
zine of India, devoted to a eulogy | Right? 

of, and to the great accomplish- | 
ment, and the life, of this intrepid | 


When Voltaire returned from his 
voyage to The Hague he told his} 


Great Britain, 
owe the people of the United States 
some $13,000,000,000 that they bor- 


rowed to carry on 
their war with the 


France and Italy , be turned back to us in payment of 
| their debts to us! 

| All of which means that we must 
| buy from them what we are per- 
'feetly able to produce by our own in- 


young aviator. 


at the lostoffice at Atispta «as 


The full page cartoon, following | 


friends that he had seen nothing but 
“canards, canaux, canaille” . (ducks, 


eentral powers 


fore we became in- 


dustries, letting the latter run on fre- 


‘ ; of infantile paralysis (acute poliomy- 


elitis) here and there througher. the 
country. No plausible explanation 
has been offered for this seasonal prev- 
alence of the disease, unless it be 
that poliomyelitis, like typheid fever, 
is an infection to which victims are 
most exposed while on summer vaca- 
tions or traveling about, and the ill- 
ness develops after the autumn return 


Premier Lioyd George is described as 
a thorn in King Edward's side in the 


recently published “Life of King Ed- 
ward.” by the late Sir Sydney Lee. | 
The king was particularly displeased | 
when in the heat of a controversy 
ever the house of lords Lloyd George 
persisted in introducing the sover- 
eign's name in his political speeches, 
the biography states. 7 


be moved in parliament. 
interest in the welfare of his country 
was expressed in a letter he wrote at 
a time when a question of defense 
was being considered. He had not 
been informed of the latter in advance 
and he stated that he “was naturally 
much surprised; even pained, to have 
received no information on the sub- 


ject.” 
Winston Churchill, the present 


| duced schedules, throw our own work- 

men out of work and turn over our 
great home market to our foreign 
debtors and competitors! 

Searcely anything more*briliiant as 
a buneo scheme was ever developed 
in the busy brain of famous “Hungry 
Joe!” 

We know that our debtor nations 
do not buy from us as a matter of 
grace to us, and very little for lux- 
ury purposes, but we do buy largely 
from them for luxury consumption 
and spend millions upon millions with 
them as tourists and sojourners for 
pleasure. 


second-class mai} matter. 
Telephone WAL 6565. 
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Ets ae BRB. HOLLIDAY, Coostitotion taliding. 
| ade ng manager for el) territory 
outside of 


home to school or work. 
The virus or germ, if it is a germ, 


volved in that af- 
fair for our own 
part. The full origi- 
nal amounts’ they 
obtained from us 
have been since 
scaled and adjusted | 
in the most liberal 
and humane spirit. 
Those debts as) 
they now stand ad- 
justed amount. to 
$4520 for every one 


Sir Henry Campbell Bannerman. 
who was then premier, was inclined 
of the disease is too small to be seen | to defend his lieutenant, Lloyd George 
with the microscope, and will pas8; on one occasion expressing profound 
through the finest porcelain filter. But| regret if the latter had inadvertently 
that a virus is the cause has been | offended his majesty. 
fairly well demonstrated by inocula- Throughout the work instances are 
tion experiments on monkeys. Mon-jconstantly quoted of the king's irri-| 
keys are apparently the only animals | tation when not informed at the ear- | 
that are susceptible to infantile pa- ; liest possible moment of important | 
ralysis. ‘eapacns 

Eight out of ten cases occur in| 
children under five years of age, but | 
sometimes youths are victims and oc- | 
casionally an adult. Most cases oc- | 
cur from July to October.’ In a con- 
siderable number of cases the illness 
runs its course without producing or 
leaving any definite. paralysis, and 
such cases are couseguently likely: 
to escape recognition and hence to be- | 
come sources of danger through in-, 
fecting persons who do not suspect | 
the nature of the illness. Likewise 
these abortive or non-paralytic cases 
furnish a certain number of undetect- 
ed “carriers” who may innocently 
spread the disease to susceptible per- 
sons weeks or months after the ill- 
ness. Bearing in mind that we have 
not identified the germ, and hence 
we can only give the opinion of phy- 
sicians who have had experience and | 
special study of the disease. the be-, 
life prevails that in some instances | 
healthy persons who have been in) 
close contact with the patient ill of | 
poliomyelitis may carry the disease wad 
a third person. ‘This belief, to my! 
mind, is far fetched, but it appears to, 


the cover page, is that of Uncle | “nna’s pe onspe Nace ing s 
Sam with his arm proudly placed | ome tou bas ant c ee " grea ea 
around the shouldérs of the aviator in Holland since Voltaire’s days. Both 
O. Blien') taal : .* | English and French papers have been 
and Miss India addressing him in | fitted with complaints this summer by | 
terms of congratulation. indiguant tourists describing the in-: 
As translated into English she sults-and molestations ‘o ue cap! 
see th ae , +} had been subject on the part of u: - 
re. congratulate you highly,} tums in the streets. Rotterdam seems 
Uncle Sam, on having such an il-| to excel above all other Lutch towns 
lustrious son.” : in this sort of thing. The situations 
The editor-in-chief of the “Kir-' 


| ha’ grown so acute that The Hague ‘ 
l'ost, an influential paper, asks: of the — 25,000,000 
loskar Khabar’ addresses the fol- 
lowing letter to the editor of The 


“What kind of disgusting pack of families of our na- 
Constitution: 


chancellor of the exchequer, was an- 
other who was disapproved of by King 
Edward, chiefly because of his plat- 
form oratory. However, in 1906 King 
Edward wrote to Churchill as follows: 
‘His majesty is glad to see that you 
are becoming a reliable minister and 
above all a serious politician, which 
can be attained only by putting coun- 
try before party.” 


GRAYSON PLANE 
READY 10 HOP OFF 


Old Orchard, Maine, October 11.~ 
| (®)—Tested and retested, carrying ev- 
ery pound expected of her on the 
the honorary degree of mem- |) 'T®ns-Atlantic hop’ to Copenhagen, the 
bership in an initiation con- || Sikorsky plane, “The Dawn,” stood 
ducted at the Biltmore hotel just || tonight on Old Orchard beach ready 
before he left for the banquet || 2" poised for its flight. 
given in his honor at the Ans- || _ Despite the earnest plea of Mrs. 
ley hotel. He was presented with || Ralph O, Brewster, wife of. the gov- 
the official gold key and bar of | ernor of Maine, in behalf of the wom- 
the military fraternity at the || e" of her state that the flight be post- 
close of the ceremony by Lieu- || Poned until another season. Mrs. 
tenant Edgar E. Glenn, of the Frances Wilson Grayson tonight said 
Tech air corps unit. _ that she and her crew had thoroughly 
Ritualistie work and ceremony considered the hazards involved and 
Was arranged by Henry W. || Were determined to go forward st 
Moore, captain, and William D, |) ‘he earliest possible opportunity. 
Parkins, first sergeant of the Before its final full load 
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| Initiates Lindbergh 
| Colonel Charles Lindbergh be- 
| 


bandits is growing up there in Rot- | ‘on, tl $110 for each ane: ee 
terdam anyway?’ The paper cites. the | and child of our population. 
case of Mile. Dorange, a French lady; Those debts are now represented 
selina mab wlscan ented se in bonds of our government that were 
) ul Ww 7 f - . * 
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| that wis a civilized country. But 7“ gree ich “ott 
a . d=--ller whos ! - ¢. Pete. in their reception of foreign visitors; 5° Much of The assets and weaith of | 
ming held by the Sinclair interests od sr aarp ih op ghalangil : Y | employment, what could we do with 
completely vindicates the govern-| | pisos | the debt ,payments but use them to 


| the Dutch have always shown a decid-' the people be extinguished! 
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ithe map border of his country that | 
ment’s contention that the transac-| feed, clothe and house our idie work- 


came a “brother” Tuesday 
night of General John J. Per- |) 
shing, General Leonard Wood, |) 
and others who, like him, have || 


Kirloskarvadi, | 
Aundh State, India. 


Editor Constitution: Few things tasted the glory of military fame. 


The Georgia Tech company of 
Scabbard and Blade, national 
honorary military fraternity, be- 
stowed upon Colonel Lindbergh 


with pobdlished 
not responsible vbscription 
uotfl received at office of onblicst 


ber of the Associated Press... 


eredited to this paper snd «alse the tocs 
news onhblished herein. 


THE TEAPOT DOME SCANDAL. 
The supreme court’s cancellation 


_of leases of naval oil lands in Wyo- 


gress at The Hague were hounded off; They Can Pay; They Should Pay. 
people ? tact 


ed lack of good taste a.d_ civility. | . “bkse e 
ithe whole world has an equal claim | , 
tion, made by former Secretary of hd retreated Pregnts 20: 5 


on 


this hero. 


the streets at one time and this sum- 
mer American farmers had to ask for | 


The most expert economic actuaries 


money to the retirement of our war 


Chinese delegates at the peace con- 
Interior Fall, was fraudulent. 


Incidentally the cancellation not 
only restores the properties to the 
navy department for fuel reserves, 
but adds to the United States treas- 
in 
cash that is now in the hands of 


‘ury approximately $3,000,000 


the receiver appointed in 1924. 


We often say “The world isn’t such | 
a big place after all,” but Lindbergh | 


has gone a deal forward and has con- 
clusively shown that in fact, it 
really a small place. He has pushed 


easily accessible for every individual. 


police protection. against the insult- 


ing street mobs 
* t = * 


i; D’Annunzio 
‘To Paris? 

aside the great barriers of time and | 
space and has inaugurated an era in| 


which the whole world wili be made'| 


Gabriele d'Annunzio is coming 
Paris to be present at the production 
of his “The Light Under the. Bushel,” 
which is seheduled for 


of the world have deeply investigated 
ithe ability of each of those debtor na- 


| through 


to, 
homie progress from war-waste back | 
. | to normalcy. 
the Comedie 


bond, evidently. Then, where would 
we get any benefit from the debt pay- 
ments ? 

We would be greatly better off to 
let the debts stand on the ledger un- 
paid, a permanent mortgage on our 
debtors for the future, than feed our 
poverty with such debt payments. 


tions to carry their obligations to us 
the next sixty years—the 
time we have granted to them—and 
pay out without crippling their eco- 


! 
j 
; 


When their statesmen and econo- 


We seem, of course, to need wider 


be the only explanation for certain out- | 


breaks. 


At worst. infantile paralysis is only | 


feebly contagious, for we know that 


only a small proportion of persons eX- | 


posed to it contract the disease. 

A recent outbreak in a boys’ sum- 
mer camp illustrates this very well. 
Two boys developed what the camp 
doctor called laryngitis. Their com- 
panions or tent-mates nursed and 
cared for them intimately for several 


Georgia Tech company. The cere- 
mony was approved by Lieuten- 


the amphibian plane had been christ- 


ened by Mrs. Brewster jin the pres- 


)ence of state officials with spring 
| water bottled in this state, from which 
| the start is to be made. 


Afraid of Wetting. 

Although she had not shown a tre- 
free at the prospect of crossing the 
Atlantic, Mrs. Grayson drew back 
at » Mrs. vs ack 
ewig of the Scabbard and | as the bottle was raised and said, half 
| ; jekingly, “I am afraid of getting 
j wet, 


| ant John Soule, corps area in- 
|| Spector of Scabbard and Blade. 
| The initiation was made _ possi- 
ble through the efforts of Lieu- 
| tenant Glenn, assisted by Col- 
| onel EF. D. Pearce, commandant 
| Tech R. O. T. C. and honorary 


days before the illness was recognized | @ “ T=? 1 
as infantile paralysis, yet none of | Pg nw: oe a striking coat 
these exposed boys developed the diss | | wit! - Tat W ate antelope skins. 
ease. When the character of the ill- Prieta, simple close-fitting cap of 
se. : ae 
« Mwas recognized, all the exposed 
nee Phen: pooeuaie’ og — “y | Before she smashed the bottle on 
—. ah the nose of the ship, Mrs. Brewster 


Francaise this coming winter, A : 
. . . 1ISts are ¢ $ P , - , 
| Emile Fabre has been to see the poet | mists are not talking about ™ hat thes foreign markets for our surplus prod- 
when! and has thr¥led the whole literary|owe to us, they boast lustily of the; a ere Hi t 
. . . = . - ‘ P ' . ~~ , °r ’ 
and artistic world in France with Lis; rapid recovery they are making in all! ucts, Dut we ought to be gp tog O 
; “ge s i wv ; oD . . * 7 . ‘ » > s j V t ‘om- 
| account of the meeting pt D “e | lines of industry and independence. take our chances to w n o' er the col 
nunzio. I] Divino” is still an ad-| petition of other nations in the world | 
“It is my second | 


The Doheny lease had previous- 
ly been cancelled. Therefore all 
of the petroleum lands involved in 
the famous Teapot Dome scandal 


Doesn't this mean that we may look 
forward to the happy day, 


through a closer association a better 
understanding and harmony would be 
brought about among the various races | 


Our government administrators are “dl 
said: 


‘are, after five years, back into the 
‘government’s hands, and the. secre- 
tary of the navy assures the Amer- 
ican taxpayers that in so far as pos-| 
sible the oil will be kept in the 
‘ground. 

Subterranean oil pockets are fre- 
quently linked together like a chain 
of lakes, and therefore if petroleum 
lands are owned in the vicinity of 
other oil producing operations there 
is a possibility of leakage. 

This was the only defense that 
the former secretary of the interior 
‘could offer in making the leases. 
In this instance that defense was 
not plausible, however, on account 
of the large protecting acreages, 
owned by the government, involv- 
ing all of the reserves. 

There is no good reason for the 
continuance of any producing opera- 
tions, therefore, except possibly 
from a few border-line wells. 

In the supreme court decision the 


following stinging rebuke to former! t 
feat has made of him truly Amer- 


Secretary Fall was delivered: 


“Fall so favored Sinclair in mak-}i 
ing of the lease and the agreement 
that it was not possible for him loy- 
ally or faithfully to serve the in- 
terests of the United States or im- 
partially consider the applications of 
others for leases in the reserve and 
th: lease and agreement were made 
fraudulently by means of collusion 
and conspiracy between them.” 


and the whole , orld be united into a 
bond of fraternity. 


heroic work as: well as to the rarest 
combination of his qualities of heart 
and head, which have inade Lindbergh | 
a symbol of 
youths of the world, this magazine has 
the pleasure of issuing a special num- 
ber, a copy of which is sent herewith 
with the editor’s compliments. 


an acknowledgement of the issue and 
will further be happy if you would 
be kind to send any of your issues 
in exchange that may have a bearing 
on Indian 
bringing about a better acquaintance 
between our mutual. countries. 


number of America’s most promi- 


the American Railway Express com- 


} 


In order to pay a tribute to his | 


inspiration to all the 


The editor will be glad to receive 


affairs, with a view to| 


Yours sincerely, 
S. V. KIRLOSKAR, 
Editor-in-Chief, Kirloskar Khabar. | 


The United States and India have, 


always been on’ the friendliest of 
terms, and this cordial expression of | 
appreciation is but another evidence | 


hat Colonel Lindbergh’s marvelous | 


ca’s diplomat of the air. 


DISTINGUISHED GUESTS. 
Atlanta is host today to a large 


nent transportation executives. 


President Robert E. M. Cowe, of | 


'tant works in French?” 
‘ether side to the question of D’An- 


' the duce intervened, it appears. 
| er \ 
pronounced the words recently again 
uttered by the historian Guilelmo Fer- 


A German 
On America. 


mirer of France. 
fatherland.’ he said. 
love “can I show than I have 
by writing some of my most impor- 
”’ There is an- 


done | 


vO 


nunzio’s coming to France, though 
last year rumors were about that he 
was on the pomt of visiting Varis, but 
Ait- 
is said to have 


or 
that D’Annunzio 


rera: “I am a virtual prisoner here.” 
The poet is reported to have said 
this to the representative of the Pa- 
risian weekly “Aux Ecoutes.” It 
was later promptly denied by “Im- 
pero,” a fascist sheet. In Paris there 


pa 
ou 


reason why 
the war bills of the British empire, 
France and Italy. 


“What more/not blind and ignorant of what is 


ing on in those debtor nations and 


|know that they can comfortably com- 
ply with our easy terms. 


There does not appear to the Amer- 


ican man in the street, in the shop, 


on the farm, any sane or logical 
this people should pay 


We have a huge bill of our own to 
y. We would not have had it on 
r ledger but for the wa Sthose peo- 


ple were in over in Europe, and the 


is a keen expectation and curiosity| crazy incidents of it that eventually 
whether the poet will be able to come| grew us into the world-wide mael- 


this time. “He may find, once ar-| 
rived here, that French freedom, which 
he tasted ere this, is preferable to} 
being shut up in his villa with all the} 
art treasures,”’ remarks a theatrical! | 
paper. Still. if Mussolini bas any 
doubts on the matter, he will pre- 
vent D’Annunzio from leaving. ‘Lhe’ or 


al 


is already sufficient,” he said uot 
long ago referring to Professor NSal- 
yenium and Ferrera. 

* _ - 


“Waste, enormous and tremendous ; ‘° 
waste is the thing that struck me! ™! 
most in America,” writes Arthur Feil- | to 
er, a German economist, in a new vol-| en 
ume on his visit to the United States. 
Material he found cheap enough, but 
lubor was so much the more expen: 
sive. ‘To the German, who has learn- 
eit to move so cautiously, the waste 
»f material is the more striking. In 
restaurants and in private households. 
Feiler found, such quautities of food 
ure thrawn away that he thinks a 


as 


strom of murder, 
eres, 


massacre and mis- 


The United States has the 
d the habit to pay its debts to the 


| last dollar on the nail. without debate 


discount, and we expect our debt- 


" . ! 
number, of Italy's detractors abroad jors to have the honor to pay their 
| debts, which .we have. heavily dis- 
| counted, when they are due to us. 


* ~ 
They Want to Pay in Goods. 

We are told that we have no chance 
collect those debts unless we are 
ling to buy enough of their goods 
supply them with surplus money 
ough to pay us what they owe us! 
In other words we must lend them, 
we have done since the war, the 


“ % 


money to reconstruct their industries, 
empley their 


materials to be turned 
goods and then buy those goods in suf- 


ficient volume to keep their industries | 


purchase raw 
into “finished 


people, 


markets by the excellence and yalue 
of our goods. It we cannot meet 
them and hold our own in trade com- 


petition with them, we must cease to 
produce surplus products that can- 
not be profitably marketed. We must 
then, as we can, find other ways to 
care for our labor and .to increase 
consumption of our goods. For we 
have materials that the world must 
have and we cau-compel them to take 
them on our terms. The idea that 
we must deliver them at a large and 
constant loss is a crazy one! 
* « * * 


Our Self-Supporting Capabilities. 
The raw fact is that, if we Ameri- 
can people will quit our fool practice 


of overproducing for incompetent for- 
eign markets, we will soon have no 


~ 


/cause of farm distress or factory. idle- 
| ness. 
honor | 


We have now a thoroughly and 
competently organized commercial 
mechanism stationed all over the globe 
to keep us almost dailv informed of 
economic conditions. We can know 
almost to a certainty the needs of 
any people for our goods and tir 
ability to buy them. We know what 
of their goods we want and whether 
we can get them by an exchange of 
products, or must buy them for cash. 


The world markets are as open to 
us as to other nations, as a rule, and 
we do not have to buy in them what 
we do not need and want. And in 
most of them we can pay in our prod- 
ucts that those other people msoatly do 
need and want. 

So that a wise system of diplo- 
macy can aid potentially in stabiliz- 
ing our economic structure and insur- 
ing prosperity for our producers. 

And as a prime safeguard we can 
richly afford to keep our chief com- 
petitors in our debt, and knowing it, 
whether they ever pay their debts or 


This opinion, from the highest 


court in the country, which is cor- 


roborative of a similar opinion and 
rebuke delivered by the United 
States court of appeals, practically 
seals the fates of Sinclair and Fall, 
who are docketed to go on trial in 
Washington next week on charges 


of conspiracy to defraud the gov- 


ernment. 


pany, will be the luncheon gugst of 


ber of commerce. 
His great corporation, the larg- 


est of its nature in the world, has | 


recently inaugurated an air express | 
ized 


Service across the continent. 


It is expected the service will! 
shortly be extended to the south-! 
east, and that Atlanta will become) 


: / could 
the forum committee of the cham- 
in America, because to buy new ma- 


' terial 


good portion of Europe's population 
be fed on. it. Repairing. of 
clothes, shoes and lingerie is unknown 


is found be cheaper than 
reparation. On the farms outside 
the cities, vou see machinery left to 
rust, everywhere yards filled with 
scrapped material that is not util- 
any more but that Europeans 
would know to employ for many use- 
ful purposes. In the New York EFast- 


to 


side. writes Feiler, immense piles of 


rags und newspapers are burned be- 
cause it is cheaper to dispose of them 


active and to vield a profit that can not! 


ee a Se 


Lindbergh commands the hearts of 
Atlantans and Georgians. 

“Five months ago this brave young 
man whom we delight to honor with 
loftiest praise, thrilled the world and 
moved it to speechless awe as he 
rode the sky a solitary figure daring 
the unknown to reach his goal beyond 
the opposite shores of the mighty At- 
lantie, 


his flight, *u his receptions by kings, ; 
queens and rulers, in triumphs 
in foreign shores and in his own coun- 
try, his sterling American manhood 
has always shone out. He is an 
American boy who dared. 

Colonel Lindbergh spoke only two 
minutes after he was presented by 
Mr. Black. . 

“This trip is made to promote iIn- 
terest in aeronautics,” he said. “In 
recent months there has been marvel- 


his 


The supreme court does not re- 
verse itself, and if convicted and 
appealed the decision of the higher | 


has already been delivered. 

There is not a more outstanding 
example of the opportunities af- 
forded in the federal laws of the 
. United States for indefinite delays 
in the execution of justice, due to 
Joopholes and technicalities and ap- 
peals, than this case. 

This crime, committed by a high 
‘official of the government against 


Atlanta 


court as to conspiracy and fraud} tend the 
| meet 


and members of his 


the distribuling center. 


It is hoped the business men of) 
in large numbers will at-| 
luncheon, and hear and | 
distinguished executive 
arty. 


Vice 


this 


In addition to President | 


Smith, and other officials of the | 
American Railway Express company, ; 
there will be at the luncheon 358) 
Officials of the company from eight; 
southern states gathered in Atlanta! 
to meet with President Cowe. 


Another distinguished party of 


‘alse 
jen handles its wood supply. Forests 
are eut down without regard to the! 


i respect 


transportation ofiicials here is head- 


this way than to transport them fur-} ou 
ther. In the fruit warehouses of Cal- 
iturnia the most delicious ripe fruit 
is thrown away because it would not 
pay to transport it to the east. [le 
points eut how careless Amer- 


sh 
w 


future. The immense forest resources | (5 


are so depleted that wood for paper} favorably with any other form. 


ure 
miles. 


cis 
cost is cut still more. 


Ss progress in aviation. 
made which wiil fly 
The cost of operating these 
ips is less than 4 cents a mile, and 
en you figure that the air line dis- 


tance between points is less than the 
the | 


highway 
The safety of 
compares 


The 


stance by railroad or 


mmercial transportation 


manufacture has to be imported from | carly days of flying were dangerous, 


Sweden and Canada. 


since America has reached prosperity. | 
a noticeable striving toward more rea 

and profounder values of life is to be | 
seen. The most striking proof in this in 
is the creation ef the new: 


American architecture. 
(Copyright, 1927. for The Const: tution.) 


tic 
en 


os 


He winds hisj ond the pioneer flying was the most 
book up with the observation that) pozardous. 


The pioneer flying condi- 
ms should pot be compared to pres- 
t commercial flying. On the whole, 
can say that transportation by air. 
planes properly equipped and prop- 


erly operated, is as safe as transpor- 


by railrond or automobile.” 
Asks for Cooperation. 
then closed his 


tion 


Ships now | 
200,000 


“Five months have elapsed, and the 


world is still groping for words that 
will fittingly and adequately describe 
its admiration of the great achieve- 
ment and the young man who accom- 
plished if. 

“It is splendid to deserve and sus- 
taifl®the wholesome regard of our own 
circle of friends and acquaintances. 
How wonderful to think that our il- 
lustrious visitor deserves and sustains 
the affection of millions. His mag- 
nificent flight alone could not have 
accomplished this, but his subsequent 
bearing in the hour of greatest fame, 
his unassuming modesty, his decision 
to adhere to the pursuit of aviation 
in the face of fabulous offers to tempt 
him aside, have lifted admiration to 
universal endearment. 

The City’s Welcome. 


days. That was a wise precaution. 
The incubation period (time from ex- 
posure or infection to development of 
first symptoms) is eight to 
days in most cases. 

Infantile paralysis is most probab- 
ly one of the respiratory infections, 
that is to say, the virus or germ gains 
entrance to the body through the 
throat lining or lining of the nasal 
cavity, and is given off mainly in 
the secretions or discharges from the 
patient’s nose and throat. 

There is no method available by 
which a physician can make a posi- 
tive diagnosis before the paralysis oc- 
curs, and as a rule this does not oc- 
cur until the third or fourth day of 
illness. Thus, unless the previous oc- 
currence of other cases in the com- 
munity has put the doctor on guard, 
on the alert, he ean only tell in the 
onset of the illness that it ) 
sort of cri—-common respiratory infee- 
tion—and watch for the outcome. 

(Continued tomorrow.) 
(Copyright. John F. Dille Co.) 


NORRIS PROMISED 
SUPPORT IN RACE 


Continued From First Page. 
pose of their conference was the dis- 
cussion and consideration of questions 
which seem particularly to concern or 
appertain to the west, “both politically 
and legislatively.” 

“We have our problems, such as the 
agricultural or farm problem, and 
other matters whieh seem more V 
to us than they are to the east, 
statement added. “We hope to get 
some unity of purpose and some s80- 
lidarity of action. Not ail the west- 


is some | 


twelve 


| 


| 


; 


ital | dent, 
’ the | tion, 


| 


ern senators are here, and until they | 


are here our conferences will be eon-, Union, 
third party composed of trade union- ; 


‘ists, liberals and farmers in an effort 
“old- 


ferences and nothing more. 


“While dealing with legislative mat- | 


ters we also shall probably consider 
poltical matters. We are cognizant of 


the fact that an election is coming on | 


next year and cannot help feeling 
some interest in it.” 

Senator Borah, who is acting 4s 
spokesman for the group, said the door 
was open for any and all to come into 
the conferences and that eastern sen- 


ators and representatives would be 


welcome along with those from the eX: | 


panse west of the Mississippi river. 
He added that some of the matters to 


be considered were non-partisan in 
character and that these could be con- 
sidered by democrats as well as re- 
publicans in the conferences. 


DEATH DEMANDED 
FOR WIDOW, BEACH 


Continued From First Page. Ride 


der of her aged husband. Dr. A. Wil- 
liam Lilliendahl, of first-degree homi- 
cide. 


To Ask Death. 


“The state will ask that the death | 


defend- 


enalty. be imposed on both 
: ' Hinkel 


ants,” Assistant Prosecutor 
said today. 5 

The investigation of the killing, 
which has been under way since the 
72-year-old physician's body was found 


in a swamp lane near Hammonton, | 


| 


SL Ce ‘ep se ate a <n ce cat a 


BAR THIRD PARTY 


= —-—-—- -— — 


Los Angeles, October 11.—(4)— 


Leaders of America’s working millions | 
today spurned politics as a cure-all | 
with all! 


moved 
the 


for labor's wvoes and 
their force to unseat 
the equity court. 
After the smouldering 
union labor's 


power of 


embers of 


putes had been fanned to flame by 
the vigorous speeches of representa- 
tive tradesmen, the convention of the 
American Federation of Labor adopt- 
ed a committee report concurring in 
the stand of the executive council. 
The action of the convention means 
that the federation purposes to 
every power at its command to seek 
reveal or amendment of the Sherman 
and other snti-trust laws which were 
declared in the council report to be 
directed in effect against labor rather 
than the products of labor. 
American Bar Hit. 


Resumption of discussion of the new | 
weapon, which was interrupted | 


court 


by last night’s adjournment, was 


marked by the proposal to establich a! 


third political power: branding of all 
America’s bar associations as un- 
friendly to labor, and an appeal 
the working clusses to use their vot- 
ing power in an effort to seat judges 
wh. would favor the cause of labor. 

The convention, through the presi- 
William Green, of the federa- 
reaffirmed its policy of non- 
partisanship in_ political activities. 
His declaration came after Max SS. 
Hayes, of Cleveland, Ohio, delegate 
of the International Typographical 
had proposed formation of a 


the 


—_—- 


resentment against the! 
court injunction as used in:labor dis- | 


us ' 


lo, 


“Prayers of women everywhere will 
x0 up for your success, if you shall 
decide that it is now wise for you 
to start. The hazard of the enter- 
prise, however, and the question as 


'to fruits lead me to express what I 


believe to be the earnest entreaty of 
Maine women that you may decide to 
wait, 

“I come here for this christening 
not only to indicate the cordial good 
will and hospitality of the eitizens of 
Maine and their appreciation of the 
courage of the pioneer, but also with 
the hope that some words of mine on 
behalf of your sisters may dissuade 
you wor this year from undertaking 
such a flight. 

Brewster Joins Me. 

‘Governor Brewster joins me in the 
confidence that you will reach a right 
decision with a due regard for all 
concerned,” 

After the ceremony Mrs. Grayson 
wrote a reply to Mrs. Brewster, which 
read as follows: 

“In behalf of my associates, partie- 
ularly Mrs. Aage Ancker, of Copen- 
hagen, and myself it is decidedly a 
pleasure and an honor toe have the 
first lady of the state christen our 


; Wonderful ship. 


“While I deeply appreciate the 
plea of the women of your great 
state, as expressed by you, to post- 
pone what they regard as a hazardous 
undertaking, 1 wish to send this mes- 
sige to the women of Maine and the 
women of these United States: ‘That 
we fully realize the seriousness of 
our expedition and have fully pre- 
pared for the so-called hazards of 
this glorious month of October.’ 

“In urging me not to go, I feel 
you have assumed as great a respon- 
sibility as if you had. advised be to 
so. The Dawn will awaken American 
women to greater efforts and bind 
closer the women of two continents.”’ 


to obtain patronage from 
line political bosses.”’- 
“T cannot agree with Hayes’ logie, 


Weighs 10,500 Pounds. 

: Loaded first with gasoline. water 
+ and sand bags, whie 
the president said. “If we attempted | on’. Sand pase which brought the 
‘independent political movement It) 70 - & pune to apprex- 

ink imately 10,500 pounds, The Dawn 
would mean that labor would sink) : , 

of despair.” He added | TOated over two-thirds of a mile of the 
into the depths of despair. e accec | sand uncovered by the tid 1 tl 
that “we probably would wait until) 2. ry che a oe 
'Gabriel blew his horn” before attain- | °“°P. J8f0 the air in a manner im- 
pressive to those who remembered the 


| ing. results in that fashion. longer and slower take-off of the ill- 
Green's Answer Approved. fated Old G) fr 

|__ Green's answer to the proposal by | _ oe Glory from the same beach. 
| Haves, who was farmer-labor candi- | ie christening over, (00 addition- 
| date for vice president in 1920, re-| ® pounds in the form of sandbags 
ceived virtually the unanimous support | was hoisted into the cabin and the 
‘of more than 380 delegates, as demon- | '@st repeated with The Dawn rising 


‘strated by applause and addresses of | 


| 
| 


' 
; 
; 


' 
‘ 


' 
; 


har 
| 


on all public offices, from the biggest 
ito the lowest. 


other speakers. 

John H. Walker. of Springfield. 
ll., president of the Illinois State 
Federation of Labor, issued a “solemn 
warning to labor against America’s 
association.” He cautioned his 
wearers to take care in dealing with 
lawyers who, he said, had a monopoly 


He declared that a lawyen is the 
only man “who can sit in a legisla- 
tive hall and take a bribe for pas- 
sage of legislation being 
guilty of treason.” : 

Federal judges were described by 

(i. Ramsay, of Chicago, delegate 
of the order of railroad telegraphers, 


without 


as being “born with silver spoons in 


as quickly and gracefully as hefore. 
Mrs. Grayson remained on the beael. 

The tests had just been completed 
and the plane returned to the spot 
where it will await an ypportunity to 
start its long flight, when Mrs. Grav- 
son was informed that Miss Ruth E!- 
der had just started ker adventure. 
Mrs. Grayson showed obvious sur- 
prise, but smiled instantly and said: 

“It was a wise sage who said: 
‘There is glory enough for all.’ 

“Miss Elder’s start will not inter- 
fere or change in any partieular our 
plan, and I certainly wish her the 
most complete success.” 

The exact time of departure was 
said to depend entirely upon condi- 
tions, with the probabilities pointing 
to Thursday. 

Mrs. Grayson explained today that 


| 
|BRILLIANT BANQUET | 
ENDS LINDY PROGRAM | 


the whole people, occurred approxi- 
amately five years ago, and the con- 
Spirators have never been punished 
In the slightest degree, except in 
the mental anguish that a once 
trusted official must feel in the be- 
‘trayal of his trust. 
*.. For three years there was no 
q fixed attempt made to bring them 
© to trial, the government resorting 
4 eonly to civil action to cancel the! 


Colonel Lindbergh | 
fe~y by thanking the people of At- is still going| their mouths.” He declared they had 
lanta for the reception given him and 
calling on them to cooperate in_ pro- | 
motion of air navigation by aiding! 


“Colonel Lindbergh, on behalf of the | 5 

COP in ' ’, iN S er lo, ' 
city of Atlanta and in behalf of the |. J., on Septemb Bers Ager 1 Albeen “brought up in corporation of- | because she kept her married name 
eitisenry af Sue city. I bid yee the | rormare, the nme amps 2 by | fices.” . ; after her divorce from John G. Gray- 
reed, ’s A ig heck on the story tot vi: Lices, a . © tee ay ; > : 
cordial welcome which you already | \irg. fuilliendahl during her five-day; Ramsay pledged the support of the ere oo bg mg A sa Sr oed me 
ies Yi toa | eotalieeel | know exists in our hearts. pote he state police barracks fol-} Railroad Telegraphers’ union to the; '% generally known as “Mrs. Grayson, 

in the building of properly equippec ow -e} é Stay at the state } “pid es , Pai and used that form herself 

Ve welcome you because of yOuUr | iowine the crime was made today in| fight against the court injunction, , We — 

| heroic flight, which established your | effort to establish that she met Pe . | Mrs. Grayson repeitedly inquired 
RUM RUINED VOICE 
| | 


ohn sage naan ‘air ports and by patronizing air mail 
can tonight as to reports of. progress on 
| RECORD, SAYS COMPANY ("I wish there was some way that we 
; of 


ed by General W. W. Atterbury, 
president of the Pennsylvania rail- 
road. With him will be Vice Presi- 
dents Lee and Eysmans and Pub-} 
licity Director Lee. 

This party will be entertained at, 
dinner this evening at the Athletic 
club by the Atlanta Traffic club. ; 

Atlanta warmly welcomes these! 


Retinevished ie (in honor of the honored guest. 
Gistinguisned guests. gene R. Black presided as toastmas- 


—- — 


Continued From First Page. 


—— ee — - 


vast crowds that joined Tuesday in edb 
awvineer - . . > . Pj iOS, ery , kill ’ h sic l if ; } ‘ f 
pavine tribute to the CODaAUCTOE of r ; ; . : eee ravery, your Skill, your ?P ysica anc Re »} bv ap ypintment on tne dav i) P “ : 
. at f weleomin a pny jbeach Dy appre : .F : 
the A thentie. | Gover nor hart en e : "g Pe: im < mental preparations for a supreme | the slaying, near where the shooting the part of Miss Elder and exclaimed: 
Under the direction of Henderson | Lindbergh, sAapygad : or Ries ri f | effort. took place 
Hallman, general chairman, a simple , the cap mags vanes a we se 7 “We welcome you because of your! private operatives, said to be work- | pene send her a message good 
3 oe i rent ° . / } ) aSt > { " i. ” . .: . i , 7 : i ae a ES Se a . e S. 
program of speeches was carried mut fog iad as dos Doing | modesty, which sits as a becoming{jne under the direction of John J.;  _ Cantisions Dices Bork Paée | wishes 
Ku- t Ae peop e : St haatey T . i } the } crown to the glory you have won. Gregory Jr the investigator #m- i pe, ean ; net pete cme tenia et eran ee 
“9 ’ ara ee Utr , Je *e ae ' _ i 
[ extend to Colonel Lincbergh the) “We welcome you for the tremen-| ployed by Mrs. Lilliendahl, are re- DYNAMITE EXPLOSION 


“- yjon their trade, the Vitaphone corpora- 
questioned several’ +i. eontended. 


to have 


$9 


uk 2 
x ae 


leases. | 


Chief Justice Taft has repeated- 
ly denounced America’s system of 
- criminal law administration in both! ture actors, beauty contests and) 
2 federal and state jurisprduence. He 
= very probably had the Fall-Sinclair- 


© Doheny case in mind. 


"+ Congress should do as to the 
federal codes just what the Geor- 
| ‘gia legislature and the legislatures 
- of many other states should do as 
s to state laws—appoint a commis- 
\ sion to so revise the laws that jus- 
“tice can be quickened and that the 
people may be definitely protected 
" Without the possibility of criminals 


theating justice. 


Sant a 


ter, while the two principal addresses 


With state-wide contests over: 


the nation for vocalists, moving pic- | The youthful flier was 


N. Ragsdale. 
given an ovation 
jat the banquet and eloquent 
those for the legitimate we agree | ences by speakers to his courage and 
that all the world’s a stage. ihravery were loudly applauded. A. 
J. Orme, member of council, present- 
ted Colonel Lindbergh with a souvenir 
The Order of the Garter is! book of 100 autographed names of At- 

A lanta citizens written on vellum 


. , . . > . 
banned " Washington's pares. icommemorate the visit of the hero 
woman with a short skirt was asked! Atlanta. 
by 2 police to go home an | Atlanta’s Greatest Welcome. 

y — g d ee _“Atlanta has welcomed many dis- 
dressed. tinguished visitors within her gates,” 
Toastmaster Black declared. “The 
. . city has welcomed nearly every presi- 
The marrying parson.who wrote dent who has held office -during the 
in terms of endearment to pros~ cast 00 years, but never before has 

i a ; 'this city given as great.a welcome as 
pective cae: has been given a term | wa. bestowed on this young man Lind- 
of incarceration. bergh today.” 

Mr. Black spoke eloquently of the 
flight across the Aflantic of the sheer 


‘of welcome were delivered by Gov-| the governor said. 
ernor L. G. Hardman and Mayor TI. /every individual in Georgia throbs with 


when he appeared: 
refer- | 


to 
to | 
} 


| hearty welcome of 3,000,000 people.” | dous part which you have played and 


“Every heart of) continue to play in the progress of 
| aviation. 

future career of this! “We welcome you for the timely 
His modesty. his ability | message which you are to bring to- 
| hight. 

“We welcome you as an American 


hope for the 
young man. 

and his achievement should be an in- 
spiration te every boy in the world.” | 

Mayor Ragsdale summarized the, 
program of weleome which began at 
Candler field at 2 o'clock in the after- 
noon and which ended at the banquet, 
in his address of welcome. 

In reviewing the day and in offcially 
tendering the welcome of the city of 
Atlenta Mavor Ragsdale said: 

“The great crowds that have today 
greeted our distinguished guest, the 
enthusiastic demonstrations that have 
continued from the moment that Col. 
Lindbergh bronght* the’ ‘Spirit of St. | 
Louis’ to rest at Candler field, are 


but limited expressions of the deep 
and real admiration’ which our peo-| Rome, October 11.—(#)—<A slight 


ple feel for the hero who graces this | earthquake which had its center at 
, Avezzano whieh was destroyed by an 
earthquake in January, 1915, rocked 


make~you an appropriate example of 
manhood to set before the present 
young generation and those to follow. 

“In the name of this representative 
assembly tonicht, in the name of At- 
lanta and her people, I extend to you 
the sincerest and most cordial wel- 
come.” 


ROMANS ARE ROCKED 
BY TEMBLOR 


Most Distinguished Gathering. 


whose qualities of mind and character | 


ported 

state's witnesses. 

this Chief County Detective Frank 

Harrold stated today, would result 

in the indictment of the private de- 
tectives for impeding justice. 
Refuse Bertillions. 

An attempt today to 


photograph | 


A continuation of! 


‘very cold. 


' 
i 


and fingerprint Mrs. Lilliendahl and! 


her supposed admirer met with re- 
fusal of both to pose or submit to 
fingerprinting. 

“We can’t compel them to submit 
until after they are convicted,” Cap- 
tain William Carter explained to- 
night. 

The contention that a ring owned 
by Mrs. Lilliendahl and reported by 
her as stolen by the two negroes she 
accuses: of the murder, was. actually 
out of her possession and in that 
of Beach several days before the slay- 
ing, was advanced today by Detective 
Louis Ludovico, of the staff off Prose- 
cutor Repetto. 


Ludovico insists he recovered the 


! 


’ 


| John T. Adams, president of the Wolf- 


Miss Lewis admitted taking a tee- 
ny-weeny nip of brandy before sing- | 
ing but contended it had only a' 
“slightly warming effect” and she was: 

Seven hours after the already fa-| 
mous nip, she left unexpectedly for! 
Europe with Michel Bohnen, the met- | 
ropolitan basso, to whom she had | 
been married foufdays previously. 

The affidavits against Miss Lewis 
were incidental to a suit brought by 


sohn Musical Bureau, Inc., and for- 
mer musical director and adviser of 
the. Vitaphone corporation, for a 
month’s salary of $1,250, withheld 
when he was discharged last April, 

The Vitaphone corporation's § an- 
swer to Adams’ suit was the affi- 
davits charging him with giving the 
soprano a drink and probably ren- 
dering her hors de tra-la for the 
time being. 

Attorneys for both sides battled viz- 


KILLS MISSISSIPPIAN 


~— ee ee 


Meadville, Miss., October 11.—(A% 
A. J. Temple, 18, was killed today 
when a stick of dynamite he held in 
his hand exploded and ignited a 5f- 
pound sack of explosives at his feet. 
His father and brother were injured 
by the blast, which occurred at Homo- 
chitto, 12 miles west of here. 

Temple was holding the stick of 
dynamite preparatory to drilling a 
hole for a percussion cap when it 
exploded. 


cialist, asserted that “a teacup of 
strong alcoholic liquor such as Scotch 
whisky taken before rendering a vo- 
cal number would incapacitate and 
destroy breath control and the power 
to produce correct’ tones.” 

Dr. Lawrence D. Alexander, an- 
other specialist, sprang to the defense 
of Miss Jewis and all impromptu 
quartets who put their heads together 


a 


presence tonight. | 
' 
j 


Rome and the surrounding district in}ring from a pawnbroker iti Philadel- 
central Italy this afternoon. | phia and that “the man who pawned 
Because of the previous shock the! the ring has heen practically identi- 
hurriedly | fied by the pawnbroker as Beach.” 
Throuzh the ring the authorities 
probably will seek at the trial to 
yt ecllusion between the present 


endants prior to the murder, 


and render “Sweet Adeline” as it 
should be rendered. Dr. Alexander 
said that if anything. a single drink 
of whisky or brardy “might have 
a momentarily stimulating effect upon 
the threat organs.” 


Justice La Fetra 


The crop movement is a sort of 
barn dance. 


“Neyer in the history of this city. 
within my knowledge of almost oO) 
years, bave so many of its citizens) , 
turned out te do honor to any indi-| inhabitants of Avezzano 
vidual. The tremendous acclaim of | abandoned their homes and camped in 
our people. that Col. Lindbergh es the squares and neighboring fields. | 


daring and courage that was necessary 
tor such a flight and of the modesty 
a of Lindbergh afier he was suecessful 
in his trip. 

“To me there is the modesty and 
wholesome smile of this vounzg man 
that holds me.” he said. “What has 
im me most is the fact that in! 


tes 
ie SG 


orously over the affidavits concern- 
ing the number and capacity of the 
teacups and the temperature of the 
studio. . 

Then ther submitted expert testi- 
mony. 


Dr. Morgell 8. ne a throat spe-| 


"> A story in the Geographic Maga- 
vine by one of the good-will fliers 
ays that in passing over Tacna- 
"Arica he couldn’t understand why 
Chile. Peru and Bolivia were scrap- 


ite over it, for it looked to him, 
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A typewritist has swum the Eng- 
lish channel. She ‘probably landed 
jon the keys. 


ks va 
eat 
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reserved decision, 


witnessed through the day testifies; far no serious damage been re- 
more eloguently than words that Col. | ported, 
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BULGARIAN PORT 


' FLOODED; 5 DIE 
AS HOUSE FALLS 


* Sofia, Bulgaria, Retober 11.—(/)— 
A larze part of Bulgaria has been 


Hooded during the last few days, es- | 


pecially the region surrounding Varna, 
the country’s principal port on the 
Black sea. 

_Five persons were killed in the col- 
lapse of a brick-making plant there 
and many were injured. Some of the 
streets are under three feet of water 
and dozens of buildings have 
ruined. 

The small town of Vasiliko on the 
Black sea was almost wiped out, 300 

ouses being destroyed and many per- 
sons injured. Railway service through- 
out the district was crippled. 


been. 


N OIL CONSPIRACY 


day. 


ILBUR TO TESTI 


Washington, 


October 11.—(United | 


News.)—Secretary of the Navy Wil-: 
bur heads the long list of witnesses | 
subpoenaed for the Fall-Sinelair oil ; 
conspiracy trial to begin here Mon- | 


Former Attorney 


General : 


Daugherty, several senators and 80 or | 
more others have been called to testify. ° 


It is expected that the trial will last 
three weeks. 


Registered 'U. 8. Patent Office 


Climb Down! 


| 
| LADDERGRAM 


[| CARE 


] 
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AMERICUS GOING 


10 POLLS TODAY 


| 


i 
| Ameriens, Ga.. October 11.—(Spe-, 
cial.) —Lively interest is being evinced | 


' 


jn the municipal primary to be held 
here Wednesday, when a mayor and 


three members of council are to be: 


nomination, with 
lent to election. 
persons have registered for the elec- 
the heaviest registration 


tion, being 


|in the recent history of Americus mu- 


nomination equira- | 
A total of 1,702: 


Much of the evidence to be used by jin 1 nt 

the government in its prosecution is nicipal polities. 

the same as that on which the United | | J. TY. Warren. Americus business 

States supreme court yesterday an- | man, and James A. Fort, a local law 

nulled the Teapot Dome lease on | ver, are mayoralty candidates. ‘There 

grounds of fraud. | the campaign is being made principal- 
pup, ly upon the personal popularity ot ' st, , > — 

FALL IS EN ROUTE ithe two men, although grave munici- ) > eetet hil \ = 


TO WASHINGTON. 'pal problems must be handled by the eh | \\ pyar On ne . 
11.—(#)—Albert ; | ve Witton iy 
‘ \ \j | i 


. ° | > 
Chicago, October | successful candidate. 
'B. Fall, during, whose tenure as sec- | | Running for aldermanic places upon 
i 
} 


retary of the interior the Teapot Dome | the ticket with Warren are Evan’ 

Mathis, Leon Slappey and A. F, Fan-! 
inin, and running upon the Fort ticket | 
|for these places are Cliff Williams, | 
Wallis “Mott and Joe Poole. Three! 
‘aldermen are to be elected, and these. | 
'with the mayor, will constitute a.ma- 
| jority of council, the mayor having 
the same voice in matters coming be- | 
fore council as any other member of | 
that body, in addition to being the' 
presiding officer and having the pre- | 
rogative of appointing all the commit- | 
tees of council. | 

Aldermen named at Wednesday's | 
primary will serve during two years, | 
while the suecessful mayoralty can- | 
didate will serve only during the re- 
mainder of the unexpired term of the, 
late Mayor J. Elmore Poole, until | 
January J, 1929. ‘The successful ean- 
didate for mayor will take office im- | 
mediately following the election, while | 
the aldermanie winners -will not take | 
; their seats until January 1, 1928. | 


WH. HOWELL MURDER i nw gow 
FRAY TRIAL TO OPEN TODAY 


lease was made, was en route to Wash- 
jngton tonight to stand trial on crim- 
‘inal charges with Harry F. Sinclair, 
ready for trial and ready to assert his 
‘jnnocence. 

 “Onee only have I faced charges in/ 
relation to the oi] leases in question | 
‘and then I was aequitted with Mr. 
Doheny by a jury,” he said after he 


SOOTHING AND 
QUIETING RELIEF 


For tortured nerves and deep seat- 
ed neuritis pain, take soothing, quiet- 
ing and rest bringing B. C. Relief 
will be quick and comfortable to the § had boarded the train. 
entire muscular and nervous system. “I am not worried about the out-i succeed in completing a Laddergram. 
Rheumatism, sciatica, héadaches, ‘come of the coming trial, It has not In climbing down a rung ata time. 
toothache, female pains, colds, grippe eceured to me that I might eo found the Jetters must remain in the same 
and flu yield to B. C.—and it has no | *uilty. 2 man doesn t — Par oat, jorder, and each word must differ from 
Sal after effects Fine for insomnia | 7°" know, when oni absolutely sure its predecessor by a single letter only. 
and nervousness. Two sizes—1l0c gd raglan clo ady f ial wi bg se cnn “agit eaten 

7 He said he would be ready for tria ,; good dictionary words which are in 
and 25c. From dealers everywhere. | yext Monday. 'eurrent usage. .An answer will ap- 
B. C. Remedy Co., Durham-N. C..| Fall said he had been subpoenaed; year tomorrow. Solution of Better 


loa ‘in the ease just reviewed by the su-! pPralyes 1, Better: 2, Batter: 3. Hat- 


-preme court but that he had not been ter; 4, Halter; 5, Halver: 6. Halves. 
EASES ACHES AND PAINS 


called. | Gopyright by Public Ledger 
a ae. 
ond Bes f Se l ler 
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" LINDBERGH’S 
Frida y. October 14. The Kiwanis : 
lunched. would be tried within a week 


} 
) own story of 
: : 1 bd | rie Legion, Woman's 

| | jelub, the American Legion, -engsagl 
mist fe and flight }club and business men os eggs ao if the band would disperse and permit 
| Aa prolly ws Samat ace te Ay os | the law to take its course, the trial of 
ee of the city. ak ; | Willie Thomas, 20, negro and the man | 
: involves in the murder of 


' 
' 
' 
’ 
' ~- 
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| 
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G. C. Webb, mayor pro tem under | 
the administration of Mayor Toole. 
who is not a candidate in Wednes- 
day's election, is serving as mayor in 
the interim. | 


HIGHWAY ASSOCIATION 


ganized, 


Manchester, Ga.. October 11.—(Spe- | 
cial -——Manchester is preparing to cele-|  Easiman, Ga., October 11.—(®)— 


brate the completion of the ghia gis ' Fulfillment of a promise made by | 
; 2 "Ap : : i ‘ e | ‘ ; } 
Main street and Broad street an | Judge Grahaia to an organized mob 


——] 


Augusta, Ga... Octoher 11. 
cial.)—The Wilson Highway 
ation will meet here tomorrow for its, 


(Spe- 


ASSOC ]- 


> 
| 
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written by himself 
$2.50 at all bookstores 


PUTNAM’S SONS 
New York 


G. P. 
3 West 45 Street 


Se 


Build Up Your Health With 
Dr. Pierce’s ‘GMD’ | 


GOLDEN MEDICAL 
DISCOVERY | 


A Tonic Which 
Dr. Pierce 


Active € © e / 
Practice ‘S-QQ { a. 
Liquid ot Tablets. All Dealers 


If you are run-down, ‘ 


you’re an easy mark 
for Colds and Grip. 


Kidney and 
Bladder;Pain. 
’Promptly Based by 
SANTAL, MIDY 


Be sure to'get the Genui 
Look for the word ,*‘ Midy’” 


It’s for Piles 


Peterson's Ointment 


“Hundreds of people have told me,” 
says Peterson, “that Peterson's Oint- 
ment is the quickest and best remedy 
for giles in the world.” All druggists 
—fi cents large box. For free sample 
write Peterson Ointment Co., 


M-107, Buffalo, N. ¥.—(adv.) 


BANISH PIMPLES, BLOTCHES 
THIS SAFE. EASY WAY! 


Don't suffer the aggravating tor- 
ment and needless embarrassment of 
unsightly skin troubles. Go to your 
druggist, ask for Black and White 
Ointment. use it according to direc- 
tions, and banish your pimples and 
blotches this safe, casy way. 


Pimples, rashes, eczema and other 


disfiguring skin irritations yield 
quickly to the almost magica! effects 
of Black and White Ointment. It 1s 
pleasant to use, highly beneficial and 
scientifically safe. é 

For best results use Black anda 
White Skin Soap with Black and 
White Ointment. All dealers sell them 
at small.cost. 


which has been prepard. | 
commence at 9 


The celebration has been advertised ; whom he 


throughout this and adjoining coun- 
ties, and it is anticipated that people 
from many miles will come to join in 
the celebration and enjoy the program 
will 


The program 


o'clock in the morning with a parade, 


accompanied by a brass band, over the 


newly-paved streets of this city, and 


provides for continuous entertainment 


until midnight. 


on the program will be speeches by 
some of the most prominent men of 


the state, including Senator Walter 


| F. George and John N. Holder, chair- 


‘as well as 


| served, 


man of the highway board, and others. 

Various stunts have been provided, 
“hog calling’ and “hen 
contests. A barbecue will be 


ealling”’ 
In the afternoon a football 


'vame between Manchester High school 


land 


| 
| 
| 


West Point High school will be 
played on the local gridiron. At 8 
o'clock in the evening an claborate 
fireworks display will be put on, fol- 
lowed by a street dance sponsored by 
Manchester post No, 838, American 


| Legion, 


The people of Manchester are mak- 


‘ing an effort to have the celebration 


the biggest and most enjoyable ever 


iheld in this section of the state. 


M any Industries 


FindConservation 


Of Fuel Costly 


St. Louis, October 11.—(/)—Some 
industries find it cheaper to waste 
fuel than to save it, W. Trinks, pro- 
fessor of engineering at the Carnegie 
Institute of ‘Technology, told the 


American Society of Mechanical En- | 


gineers’ convention today, 
The’ speaker mentioned 
of steel companies discarding gas en- 


gines for steam units which could be | 


Among other events 


| 


instances | 


' 
; 


operated more cheaply, although more | 


wasteful of fuel, 

Likewise railroads held to steam 
because electrification was more cost- 
lv to the present generation, he de- 
clared. 

“Likewise, in our present domestic 


| 
| 


! 


life,” he said, “it costs too much ap- | 


parently to save fuel.” 


that altogether too many houses were 
flimsily built, “keeping out the rain, 
‘the wind and the neighbor's curiosity. 
but constructed 
|insulation and consequent fuel econo- 
R imy.”’ 

oom | A high tax on fuel, out of the sur- 
plus of which 
| pay 


with little regard to 


the government 
| for fuel-saving 
part, at least, is one possible remedy 
for the present tendency, Trinks said. 
_ “All of this would be changed as 
if it were touched by a magic wand 
if fuel suddenly became scarce and ex- 
pensive. If that change occurred. the 
fuel engineer, who is now the ‘fifth 
wheel’ on the wagon of many indus- 
tries, weuld suddenly ride into promi- 


(14 as “clean-up 
'to have the city spick and span in 
; > . . > 

bee mag for the district medical con- 


nence,’” 


“Clean-Up Week.” 


Waycross, Ga., October 11.—(Spe- 
cial.)—The Woman's club of Folks- 
ton has named the week October 10- 
week.” They hope 


vention Tuesday, October 18. 


—for ladies 


ful purpose. 


emeralds. 


65 Whitehall St., S. ‘W. 


Diamond-Platinum Watches 


Bracelet watches are decidedly charm- 
ing and at the same time serve a very use- 


Our collection of fine diamond-plati- 
num watches includes a number of very 
beautiful styles . . . designs of unusual 
beauty . . . some in combination of dia- 
monds and sapphires and diamonds and 
Price $200.00 up. 


MAIER & BERKELE, Inc. 
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Established 40 Years 


He declared | 


W. H. Howell, 66, nenr McRae, about 
a week ago, Tom Buchanan, 28, a 
white man, will begin here tomorrow 
morning. 

The speed with which the investiga- 
tion of the killing has gone forward 
and the time in which the two men 
will have been brought into. court, 
believed to be setting a record in this 
section. 

It was learned today that Buchanan 
is being held in the Cochran jail. He 
will be brought to Wastman for trial 
tomorrow morning.- The place where 
tuchanan was hustled when mob vio- 
lence threatened, was kept a_ secret 
and became known only today. It 
was at first reported he had been 
taken to the jail- in Macon. 

The state, in 
men, will depend upon the confession 


} 
} 


: 


| Hanna, 


prosecuting the two | . 
| Phillips, of 


made by the negro as well as circum- | 


stantial evidence. 
witness, 
According to 
fessed to a mob 
night he was taken 


here on 
he was 


near 
to jail, 


There was no eye- | 


the negro, who con-. 
the | 


employed by Buchanan to kill Howell. | 


-_-+-— « 


BUCHANAN STILL 


‘HELD IN COCHRAN. 


Cochran, Ga., October 11.—(/)--— 
Sheriff Jones, of Bleckley county, in 
whose charge Tom Buchanan, charged 
with the murder of W. H. Howell, has 
been placed, was not in Cochran this 


morning and it could ‘not be Jearned | 


definitely when he would move his 
prisoner to Eastman for trial. ‘It 
was stated at the jail, however, that 
Buchanan was. still in Cochran, 
Sheriff Jones was in Macon today. 


COLLEGE TO TEACH 
LIFE INSURANCE 
SELLING PLANNED 


Memphis, Tenn., October 11.—(4)— 
Formation of the American College of 


Life Underwriters as a means of pro- | 


fessionalizing the 
National Association of Life Usder- 
writers, 

Plans for such a project, it. was 
announced, were submitted today to 
the board of trustees of the associa- 
tion, which met this afternoon pre- 
liminary to the opening session to- 
morrow of the annual convention of 
the organization. Today’s meeting was 
executive and no announcement was 


| made as to the recommendations to be 


made to the association. 


Other than the meeting of the trus-!mitted buttons on the undergarments - 
tees, today was given over to infor-| instead | 


business of selling | 
life insurance will be submitted to the | 


mal meetings and registration of dele-.| 


gates. The address of George M. Al-| registered at a recent meeting. 


annual conference. Attendance of 
delegates from all sections covered iy 
the route are expected. 

A business session will be held at 
Carmichael] club and a barbecue sup- 
per will be served, A motorcade 


iq | over the route of the highway was 


one of the features of the meeting as. 
planned by Dr, J. H. Carswell, presi- 
dent of the association. | 


Dr. Carswell has announced the fol- 


lowing speakers for tomorrows meet- 
! 


ing? 


City, Fla.: H. D. Reed, of Waycross, 
judge of the superior court: R. R. 
of Cheraw, 8S. C., president 
of the Calhoun highway: C. EF. 
lister, Daytona Beach, Fla.; John RK. 
the Georgia highway 
board: J. W. Cox, viee prwident of 
the Wilson highway, Johnson, S. C.: 

B. Johnson, of Lyons, Ga., vice 
president Wilson highway. The pres- 
ident will make his annual address, 


State Senator W. W. Phillips, Lake | 


Hol- 


to be followed by the election of of-, 


ficers, 


SUSPENDED JAIL 
TERM IS GIVEN 


MODE OBJECTOR. 


-_ --—_—_-—_-- ----— 


Salt Lake City, Utah, October 11. | 


and 


(/P)—Penitent 
the Mormon 


feeling toward 


professing no ill | 
church, 


Paul Feil, 50, was today given a sus- | 
pended five-day jail sentence in expia- 


tion for interrupting a meeting of 
10,000 churchmen, assembled to sus- 


tain an edict pe:mitting shorter under | 


garments. 

Feil yesterday pleaded guilty to a 
charge of disturbing the peace, re- 
sulting from his entry into the crowd- 
ed tabernacle here of the Church of 
Jesus Christ, Latter-Day Saints 
(Mormon), waving banners and her- 
nlding “na message for Israel.” 

“[ plead guilty to delivering a mes. 
sage of peace from God,” Feil said 
when asked if he was prepared 
sentence, Punishment was fixed and 
the sentence suspended, but 


result in his inearceration for 
term imposed in addition 


severe penalty. 


| 

The undergarment edict was issued 
two years ago, modifving a rule pre, 
‘scribed by Joseph Smith, providing for 


and head exposed. ‘The order also per- 


of strings, 
Feil’'s objection to the change was 


for 


City! 
Judge John H. Morgan warned Feil, 


that a repetition of the offense would | 
the | 


to a more | 


‘garments leaving only the feet. hands | 


He | 


der, of Salt Lake City, president of| told the church today his message | 
the association, will be delivered. at| was one merely of repentance and 


the forenoon session tomorrow. 


reformation. 
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Permanent Waving 
Shampooing 

Facial Treatment 
Water Waving 


You Can Have That 
Well-Groomed 
Appearance! 


In Our Beauty Shop! 


Hair Bobbing by Experts 


Beauty Salon—Second Floor 


The smart, distinctive 
swirls and smooth, wide 
waves that so quickly 
distinguish the exqul- 
sitely groomed woman 
are simply—a-~matter of 
being insistent upon se- 
curing the services of 
our specialists who 
know the mode, and 
the method of best ex- 
pressing it. 


Marcel Waving 
Scalp Treatment 
Hair Tinting 
Manicuring 


ATLANTA 


DAVISON? PAXON Co. 


Affitiared with 
MACYS ~ New York 
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a dies-~May we say a 


few words to you about the 
New Julian Goldman Store ~~ 


ATURDAY, OCTOBER 1sth we will be 

ready to serve you. We’ve come to 

Atlanta: because we felt we had a mission 
here for ourselves—and some very definite 
advantages for you— 


_ Aside from the fact that the Julian Goldman 
Store will be beautifully appointed—aside 
from its being very conveniently located. 
To mention these things would be to place 
undue emphasis on them. 


The Julian Goldman store excels not by any one of 
these features, but by something far greater—it is su- 
perior by virtue of its being a chain organization with 
the mighty purchasing power of 55 combined stores— 


Superior because of its staff of Fashion Stylists and 
buyers who are always on the alert to give you the very 
newest in fashion, the very best in quality at the very 
lowest in price— 

And superior because of the Julian Goldman Charge 
Account Plan—a charge accommodation which may be 
extended over a period of time if you wish instead of 
meeting your bills monthly. 


To you ladies in charge of the family budget this feature 
should be of partjcular interest to you as we make no 
charge whatever for it— 


»* 


Ready Saturday, October 15th 


66 Whitehall Street 
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BLOW TO MNES 


4 Pittsburgh, 


_ Putes was in effect here tonight 
— @gainst the United Mine Workers of 
America, 


"Union, directed against the non-union 


- Pittsburgh Terminal Coal corporation, | 
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» October 11.—(?)—One | 
sie the most sweeping federal court in- 
Junctions in the history of labor dis- | 


| cupied 
cided in favor of the plaintiff for the. 


Pee ts Officials and its mem-" 
ractically every activity of the | 


the 
| corporation counsel was approved by 


was restrained by the preliminary or- 
der handed down by Judge P. 
Schoonmaker. 

The court, in signing the far-reach- 
ing decree, upheld the contention of 
the corporation that the upion, by 
its activities against the plaintiff, had 
hampered interstate shipment of coal 
in violation of the Sherman and Clay- 
ton acts. The chief point of the cor- 
poration in its suit—to regain pos- 
session of company-owned houses oc- 
by striking miners—was de- 


union and its members were restrain: | 
ed from in any way seeking to main- | 
tain union men in the dwellings 
against the wishes of the corpora- 
tion, 
Violence Is Barred. 

Practically every point contained in} 

injunction decree drawn up by 


the court. The union and its members 
were restrained from violence of any 
sort against company employees and | 
prospective employees, and against 
company property. Union pickets were | 
restrained from putting their foot on | 
company property, but were allowed | 
to establish a single picket post on | 
each road leading to the mines, Such | 
pickets were cautioned against using | 
abusive language, but were permitted | 
the use of peaceful persuasion, 

One paragraph of the order covered | 
a wide field, forbidding the union | 
“from obstructing, impeding, hindering, | 
preventing or interfering with the 
operation of any of the plaintiffs’ 
mines or from doing any act which | 
would result in interfering with such 
operation.”’ The court held the corpor- 
ation as entitled to the preliminary 
injunction because “it clearly appears 
from the specific facts contained in 
the verified bill of complaint and by 
the evidence submitted, that immedi- 
ate and irreparable damage and loss 


er 


the production, mining, 
tion or shipment of coal was restrain- 
ed. Trespassing on company proper- 
ty, loitering near such property or 
parading in the vicinity of the mines 
was forbidden, except picket posts on 
roads leading to the workings. Such 
posts must be 100 feet from the near- 
est company buflding, and must be 
marked to show it is a union picket 
point. 

The order made it plan that union 
men would not be restrained from 
holding ordinary meetings or -ocial 
gatherings or meetings in union halls. 


Eviction Cases Not Affected. 


n its decision several weeks ago, 


the court said eviction cases on ap-' 


peal would not be affected by today’s 
order, which forbids “hereafter” suy 
attempt te retain company houses ivr 
strikers. 
Union men, now occupying company 
houses pending disposition of the 


| appeals, were restrained from annoy- 


ing or threatening families of non- 
union workers. 

The corporation posted a bond of 
$50,000 to make the injunction effec- 
tive at once. 

Nothing was said in the preliminary 
decree concerning tlie prayer of the 
corporation for damages of $1,500,000. 

The Terminal corporation was a 
union stronghold until April 1, when 
the company posted a wage scale low- 
than the union scale, and union 
miners suspended work. Since that 
time the corporation has sought to 
operate with non-union miners, join- 


jing the ranks of other open-shop op- 
'erators, including the Vittsbugh Coal 


company. The latter concern is op- 
erating a score of mines non-union. 
When informed of the injunction, of- 


ficials of the company said, “we do 


not have in mind seeking an injune- 
tion similar to that obtained by the 
Terminal corporation.’ 


transporta- | 


TUSKEGEE BAND 


TO GIVE CONCERT 
AT GREENSBORO 


Greensboro, N. C., Octeber 11.— 


Music lovers of Greensboro are prom- 


| ised a musical treat when the 72 


ipiece Tuskegee band, due in Phila- 
| deiphia October 29, stops off here for 
a concert engagement. The Tuske- 
‘gee band, considered one of the best 
i school bands in America, has delight- 


led audiences all over the country. 


Traveling with the band will be the 
well-known Tuskegee Singers, nation- 
ally-known artists and makers of rec- 
ords exclusively for the Victor Talk- 
ing Machine company. Captain A/vin 
'J. Neely, the leader of the quartet, 
is registrar of the Alabama institu- 
tion, and will tell the audience some- 
thing of the work done at the school 
founded by the late Booker T. W ash- 
ington and carried on by his succes- 
sor, Dr. Robert Rk. Moton. 

The band is under the leadership 
of Captain Frank L. Drye, who was 
decorated for bravery on the battle- 
field of France, and who is a cornet 
soloist formerly with the ninth United 
States Calvary band. 
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A. M. E. CONFERENCE 
APPOINTS PASTORS 


Cuthbert, Ga., October 11.—(Spe- 
cial.) —The southwest Georgia confer- 
ence of the A. M. FE. church will con- 
vene here in St. Andrew church Wed- 


nesday, Rev. C. Johnson, D. D., pas- 
tor. 


ATLANTA, Wn, WHUMERUA, OUI 
KLAN TIEAD CALLED 


IN FLOGGING CASE 


Luverne, Ala., October 11.—(/)— 
Cué Bozeman, a farmer, was arrested 
late today on a warrant charging him 
with kidnaping in connecting with the 
flogging of Travis Bozeman, his cou- 
sin. in August, 1926. 


Bozeman’s arrest was the latest 
step relating fo the special grand 
jury investigation of masked violence 
in Crenshaw county, which Attorney 
General Charlie C. McCall, of Ala- 
bama, says has affected 20 or more 
persons. Mr. McCall, who personally 
is directing the hearing, has indi- 
cated he has gathered sufficient evi- 
dence to indict 90 or more persons, for 
complicity in masked whippings. 

Names of four of the 20 persons 
who have been whipped were brought 
to light today. Ada Lowe was whip- 
ped about three years ago. Travis 


iMre McCall refused to disclose 


Bobeman was flogged in August, 
1926; Reynolds Ellis last December, 
and Miss Annie Clements last Feb- 
ruary, 

Attorney General McCall indicated 
earlier in the day that he might eall 
a night session tonight to speed up 
the work: of examining witnesses, sey- 
eral of whom went before the investi- 
gating body today. 

Esdale, 


Tomorrow James grand 


‘dragon of the Ku Klux Klan in Ala- 
|bama, and George H. Thigpen, state 
‘superintendent 


of 
schednied to face 


insurance, 
the grand jury. 
what 
connection the two men might have 


with the whipping cases. 


are | 


BELGIUM HAPPY 


Brussels, Belgium, October 11.—() 


Astrid, niece of the King of Sweden. 


however, if it had been a boy, for 
a male child would have been in a's 
direct line to ascend the throne, where- | 
as the little princess can never rule | 
this kingdom for royal succession is | 
restricted to the male line. 

The first born to the crown prince | 
and his Swedish bride weighed seven 
pounds. 

This afternoon she was christened 
Jasephine Charlotte Ingeborg Mar- | 
garet Elizabeth Astrid. ‘Tonight all 
of Belgium is drinking her health and | 
| from all over the world messages are 
‘pouring into Brussels from kings. 
' presidents and many others of low as 
| well as high estate. They bring con- 
gratulations to the parents and also to 
‘King Albert and Queen Elizabeth, who 
ha ve now achieved the status of grand- 


| parents. 
A bulletin signed by Drs. Spiess and | 

Le Bouef stated that both mother and 

child were doing well this evening. 
The princess was born at 8 a. m. 


PRESS BORN 


Hearts of all good and loyal Belgians | 
were gladdened today when a little) 


’ 


daughter was born to Crown Prince | 


Leopold, of Belgium, and Princess | 


Everybody would have been happier, | 
' 
| 


but 


nouncement 
dency of the company: 


CHARLOTTE NEWS 
I) REORGANIZED 


Charlotte, N. C., October 11.—(> 
W. C. Dowd, Jr., today was elected 
president and general manager of the 
News Publishing Companys, Inc., at 
a meeting of the directors of the or- 
ganization, which publishes the Char- 


lotte News. The election was to fill | 


the vacancy created by the death of 
W. C. Dowd, Sr., founder and for 32 
years the directing head of the News. 

In completirg the reorganization of 
the company the following other of- 
ficers were elected: 

J. Edward Dowd, vice president. 
and W. F. Dowd, Jr., secretary. 

Directors were elected by the stock- 
holders today as follows: 

W. C. Dowd, Jr., J. Edward Dowd | 


| Morehead Jones, W. F. Dowd, Jr., and | 


Gaston G. Galloway. , 

W. C. Dowd, Jr., formally assumed | 
the general management of the News| 
on his hirty-fourth birthday. During! 
the last five years he has been busi-| 
ness manager. J. Edward Dowd. a | 
brother of the president of the com-| 
pany. has been an official of a bank 
in Richmond, Va., -for several years 
will return to Charlotte about 
December 1. 

Mr. Dowd made the following an- 
on assuming the presi- 


“The News will be continued un- 


| fers 


and so consecratedly laid upon ' 
altar.” | 

A’ program of expansion conceived 
before the sudden death of W. (, 
Dowd, Sr., will be continued, it ag 
announced. 


Here’s a Free 
Business Course 


At Bryan-Hatton 


What Business College? Don’t ask 
Tom, Dick and Harry. They know 
no more than you. Take our Free 
Course and then decide. 


Bryan-Hatton Business College of- 
you, free with free 


will result to plaintiff unless a pre-| 
liminary injunction be granted and} 
that for such damage and loss the} 
plaintiff is without any adequate rem- 
edy at law.” 

Forbids Molestation. 


One clause forbids union men from 


Bishop 7, S. Flipper, D. D.. LL. D.., absolutely 


of the Sixth Episcopal district, will 
preside over the sessions. This con- 
11.—(#)— | ference consists of six presiding elder 
President William Green, of the! districts, presiding elders as follows: 
American Federation of Labor, said| J. 1. Stringer, J. T. Barr, John Coop- 
today that the order signed by Dis- | er, J. B. Lofton, J. H. Bry and F. M. 


Seek kia sek 


A little later the booming of 21 guns | der this management through the 
broke the news to the populace. In| Years with but one dominant ideal— 
a few minutes flags began to flutter | that to make it increasingly repre- 
and by afterngen Belgian and Swed-} Sent a fitting memorial to the life 
ish colors brightened every street in| 2nd labors of my father, so devotedly 
the capital. Se ee eee oer : 

There were two separate ceremonies 


use of books, a two weeks’ business 
course. If not satisfied at the end of 
two weeks quit and there shall be 
no charges. New students rolling in 
for fall courses. 

The only way to get satisfying in- 
formation abont a business college is 


RIGHTS DESTROYED 
DECLARES GREEN. 


Los Angeles, October 


. 


REYNOLDS QUALIFIES 


AS RESERVE DIRECTOR 


St. Louis, Mo., October 11.—(4)— 
John T. Reynolds, of Greenville. Kvy., 
recently elected a director of the 


« 
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molesting or interfering with corpora- 
tion employees ,or their families, or 
officers and agents of the company, 
or any one seeking to do business with 
the company. Shooting at or toward 
company property or exploding dyna- 
‘mite or powder on corporation land 
'was forbidden, as was the throwing 
of rocks and other missiles at em- 
ployees or automobiles engaged in the 
plaintiff's service. 

Any act which might interfere with 


HEADACHE 


trict Judge Schoonmaker 
burgh “in my opinion completely de- 


stroys al] rights of the United Mine. 


Workers employed in the mines of. the 
Pittsburgh Terminal Coal corpora- 
tion. 

“Evidently the injunction issued by 


United States District Judge Schoon- | 


maker,” Green commented, “is sweep- 
ing in its extent and is a further step 
of encroachment in the use of the in- 
junction upon the rights and activi- 
ties of the trades union. 

“The judge has fulfilled the tenden- 
cies of the courts to broaden the use 
of injunctions in jndustrial disputes. 
The right to picket has been regarded 
as an inherent right. I will say that 


in Pitts-: 


Louisville branch of the Federal Re- 
serve Bank of St. Louis, qualified to- 
day. He was chosen by the directorate 
of the parent institution to succeed 
Attalla Cox, Louisville, Ky., resigned. 
Mr. Reynolds is president of the 
First National Bank of Greenville and 
until recently was treasurer of Muhlen- 
berg county, Kentucky. 


Johnson. 
The south Georgia conference ad- 
journed last Sunday at Valdosta. Ap- 
pointments handed to the pastors were 
as follows: 
Thomasville 

, Presiding elder, 

G. B. Jackson: St, 

7 ik JF. Jobneen? 28t. 
: ‘vy. S. W. Lewis: Cairo station, 
| Washington: Pelham station, Rey. 


F. R. Sims, 
Thomas station, 
Mark station, 
John station, 

Rev. A. d. 
. Se F 


District— Rey. 
Sr, 


besides the christening at Bellvue pal- 
ace, Burgomaster Max presided at 
the first, which was the official reg- 
istration of the child’s name and that 
of her parents in the books of the city. 
All the ministers and high officials of 
state came to the second ceremony, 


to try it out. Here’s a two weeks’ Free 
; _ trial. Start any time. Life Scholare- 
is more appetizing and digestible ship, day school, $75. Night school, 
so. Get our Free Booklet. It tells 


when well seasoned with Sete, 
198 Whitehall, Ivy 


LEA = TERRINS' sisi, Avanta, Ga, 
CE 


Bryan-Hatton Business College 
—f(adv.) 


| Randall; Glasgow circuit, Rey. J. W. 
ner; Mt. Olive cirenit, Rev. J. L. 

Meigs, PP. R. Bivens; Metcalf. circuit, 
A. W. Robinson; Thomasville cireuit, 


B. KR. Robinson: St. James circuit, Rev, 

W. Fulgin; Ochlocknee cireuit, Rev. G. W. 
Jackson: Coolidge mission, Rey. H. Herring: 
Cairo mission, Rey. O. W. Bannerman: Pope 
mission, Rev. H. M. Mitehell: Boston mis- 
sion, Rev. James Edwards; Hahira circuif, 
Rer. Eli Phelps; Dr. CC, 0. Mitchell, H. 


t 
' 


— 


| in my opinion’ the order completely! Jones and ©. V. Virgil, evangelists, ee ee ements 
| destroys all rights of the United Mine| _ Valdosta District—Rev. A. B. Walton. D. —  eiecaeuaes 


= ee cant ae 

; 
. . : iD. residing elder. St. Paul station, Rev. et <n | 
Workers employed in the mines of ates . ae ~~ — 


'J. S. Downs: St. Timothy station, Rev. W. 
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OPENS YOUR 
ACCOUNT 


127 Whitehall St. 
Old Number 
93 Whitehall St. 


STANBACK 


at your 
druggist’s 


10c & 25¢c 


Our files are literally jammed 
with testimonial letters from 
satisfied users. But what you 
will find more convincing yet 
is to actually try Stanback 
Headache Powders the next 
time you're troubled with any 


ache! 


INSIST ON THE 
GENUINE STANBACK , 


‘Souths Standard Remedy 


iments, 


the Pittsburgh ‘Terminal Coal cor- 
poration.” 


CLEVER AIRPLANE 
MODEL DISPLAYED 
BY OPTICAL STORE 


One of the most interesting of the 
numerous contrivances shown in At- 
lanta to mark the visit of Colonel 
Charles A. Lindbergh, air conqueror 
of the Atlantic, was an airplane model 
exhibited in the window of A. K. 
Hawkes company, the favnous optical 
Whitehall street. 
was construc/ed 


house on 
The mode] A. 
Evans, of the firm’s personnel, and 


by 


J. 


'was made entirely of optical instru- 


field 


attracted 


telescope, 
It 
from passersby 
of the 
creation 


including a 


spectacles, ete, 


glasses, 


much attention on 


‘Tuesday 
cleverness 


remarkable 
and the 


because 
of the 


‘evident ingenuity of its maker. 


Sid 


WAY from the chill of winter into 


c 


the year-round sunshine of Cali- 


fornia. The Overland Route’s fleet of fine 
flyers presents so many arresting scenes 
in the rugged West that the longest jour- 


ney seems short. 


And, too, these same flyers are revelations 
in travel comforts. Every class of service 
from coaches and tourist sleepers to the 


Juxury of extra-fare and 


all-Pullman 


trains to California. Dining cars serving 
the best of food at your leisure; courte- 
ous attendants; convenient hours of de- 
parture and arrival. 


"Los Angeles Limited 
*Gold Coast Limited 


'Extra Fare. 
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See fascinating. mvs- 
terious Death Valiecy 
as a side trip enroute 
Los Angeles start- 
ing Nov. I5th. All-ex- 
pense 2-day side tri 

only $40 additional. 
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California 


Six Flyers from Chicago 
*San Francisco Overland Limited 


Continental Limited 
Pacific Limited 
California Mail 


741!-Pullman. 


Three from St. Louis 


St. Lounis-Colorado Limited 
Denver Express 


Pacific Northwest 


Two Flyers from Chicago Two from St. Louis 
St. Louis-Colorado Limited 
Pacific Coast Limited 


Colorado 


Three from St. Louis 
St. Louis-Colorado Limited 
Pacific Coast Lintited 
Denver Express 


Pacific Coast Limited 


Portland Limited 
Continental Limited 


Two Flyers from Chicago 


*The Columbine 
Colorado Express 
3AU-Pullman. 


Let us furnish 


Atlanta, Ga. 
Phone Walaut 5163 


VE 


“a y ; 


~ 


illustrated travel booklets 
G@ssistance in planning your trip west. Telephone or write. 


W. C. Elgin, General Agent 
Unien Pacific System 
1232 Healey Building 
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¥¥ Green: St. Peters station, Rer. J. 
Jenkins: St. John station. Rer. B. Gay: 
Mt. Zion circuit, Rev. W. M. Gordon; Alapa- 
ha circuit, Rev, B. L. Lee: Naylor circuit, 
Rey. C. J. McLendon: Howell circuit, Rev. 
|G. Small; Payton circuit; Rev. C. H. Ander- 
json; Ray City cirenuit, Rev. J. 8S. Roddy; 
'Fargo circuit, Rev. M. K. Singletary; Cren- 
lshaw cireuit, Rev. S. J. Gambles; St. Luke 
‘circuit, G. W. Kleckley; Bethlehem circuit, 
Rev. B. MceKEady: Ruby mission, Rev, E. V. 
Mack: Piney Still mission, Rev. R. Johns: 
Nashville mission, Rev. A. M. Kelley: Rev. 
R. O. Freeman, B. C. Cargile, A. L. Thomas, 
|D. A. Hester, W. M. Wilson, evangelists. 
Bainbridge District—Rev. Elisha Lowry, 
iD. D., presiding elder, Nelson Chapel sta- 
‘tion, Rev. W. O. Miade: Attapulgus cricuit, 
i;Rev. A. W. White; Whignam circuit, Rev. 
‘Cc. S. Wingate: St. Mary circuit, Rey. E. L. 
| Miller: Faceville circuit; Rev. R. N. Thomp- 
son; Fowltown circuit, Rev. L. 8S. Johnson: 
Climax circuit. Rev. J. 8S. Johnson: Allen 
leireuit, Rev. I. J. Jones; Amsterdam circuit, 
Rev. G. W. Lamar; Recovery circuit, Rev. 
M. L. Allen; Rocky Hill cireuvit, Rev. A. A. 
| Melver: Missouri mission, Rev. H. M. Un- 
derwood; Red Bluff mission, Rev. F. King: 
| Ford Chapel mission (to be supplied): Curry 
' mission, Rev. ©. SS. Shepherd: Samuel mis- 
'sion, Rev. R. F.° Wooten: State Line circuit, 
| Rev. H. W. Roberson: P. H. reston, S. T. 
| Anderson and H. R. Reaves. evangelists. 
| Quitman District—Re¥. J. G. Glass, MD. 
‘TD... presiding elder. Bethel station (to he 
‘supplied); Mt. Zion circuit, Rev. J. S. Keyes: 
Adel station (to be supplied): Friendship 
cireuit, Rev. E. B. Anderson: Piscola circuit, 
R. Martin: Ousley circuit, Rey. B. B. Brown: 
Barney circuit, Rev. W. H. Hopkins; Feents 
Line circnit, Rev. J. M. Clay: Dixie circuit, 
Rev. J. Patterson; St. John circuit, Rev. C, 
H. George; Green Bay mission, Rer. G. W. 
Davis: Spain mission, Rev. A. W. Rains: 
Rev. J. J. Davis, W. M. Mitchell and W. B. 
Lawrence, evangelists. 
Fitzgerald District—Rev. D. W. Mormon, 
D. D., presiding elder. Bethel station, 
J. R. Gay; Mt. Olive station, Rev. I. 
Middleton: Allen Temple station, Rev. J. 
W. Cox: Ashburn circuit, Rev. C. H. Dem- 
ming’ Sumoper circuit, Rev. W. L. Griffin: 
Queenland circuit, Rev. C. C. Jones; Mystic 
cireuit, Rev. J. G. Purcell: Poulan circuit, 
Pr, Purtiller; Omega circuit, Rev, 
Moore: Oasci Field circuit, Rev. d. 
A. Tann; Tabernacle circuit, Rev. L. J. 
Knighten: Shula circuit, S. J. Myers: Tif- 
ton circuit, Rev. P. Y. Stewart: «St Jolin 
mission, Rev. W. L. Wileox; Flipper mis- 
sion (to be supplied). W. A. Daniels, evan- 
gelist. 
Moaltrie District—Rev. J. D. Counts, D. 
|D.. presiding elder. .Moultrie station, Rev. 
Hi. W. Grant: Jones Chapel statior, Rev. A. 
Doerun circuit, Rev. A. Bivens; 
Rey. d. C. Leapheart;: 
Funston circuit, Rey. 8S. YVroctor: Pavo 
circuit (to be supplied): Acree cite 
cuit, W. Capps; Putney circuit, L. W. Brown; 
Sale City Cirenit, Rev. A. C. Clark; Norman 
Park cireuit. J. Jefferson: Tone mission, 
tev. J. S. Adams: Pecan City mission, Rev. 
Neither: Camilla cirenit, Rev. N. H. Hare- 
rick: Oak Grove circuit, Rev. J. T. Thorn- 
ton. HKarwick mission, Rev. W, M. Cole: 
Rev. R. C. Corker, evangelist. 


Kk. Person; 
Minter circuit; 


for November 


Out Now! 


Contains fifteen throb- 
bing stories of real 
people from real life 
-——the kind of stories 
you can’t forget. Don’t 
miss this wonderful 
big issue. Buy it today. 


SAN 
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rue Story 


all newsstands—25¢ 


Restores 
Health, Energy and 
Rosy Cheeks 


Grove’s 
Tasteless 
Chill Tonic 
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Loveliness 
A Clear 
Healthy Skin 


Insured by E <d 
. wn 


today! 
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Just think what Chevrolet offers you 


transportation! 


Because these cars are sold at amaz- 
ing low prices, they embody the 
most outstanding motor car value 
in the world today—a value that 
defies comparison! 


. 


AY wr, 
| = 
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that defies 
comparison. 


A powerful valve-in-head 
motor provides smoothness 


and snap that are a constant 


A type of performance that is amaz- 
ing—perfect comfort at every speed 
—flashing acceleration and remark- 
able handling ease—all the marvel- 
ous beauty of bodies by Fisher— 
finished in smart colors of genuine 
lustrous Duco—a motor world- 
famous for power and economy— 
in short, advanced modern design 
in every unit that results in the ex- 
treme of satisfactory, economical 


delight. 


Long semi-elliptic springs of 
chrome vanadium 
the finest spring steel to be 
had—making riding come 
fort a source of delight to 
Chevrolet buyers. 


stee|— 


Easy handling is assured by 
a modern 3-speed transmis- 
sion and a smooth action 


clutch. 


Full size 17-inch steering 


The 
Coach -« 


or Roadster 
The 
Coupe 


DECATUR CHEVROLET CO. 


DECATUR, GA. 


COMPANY 


—_———= 


The Touring $525 


WHITEHALL CHEVROLET 


329-31 WHITEHALL ST. 


O22 AAG 2g 
Yi Aud 


~at these low prices! 


. *595 


The 4Door $695 


Cabrisies, - 715 
. $625 ae 


All prices f.o.b. Flint, Michigan 


Check Chevrolet Delivered Prices 


They include the lowest handling and financing charges available 


“THE OLD RELIABLE” 


JOHN SMITH COMPANY 
190-196 W. PEACHTREE ST. 


144-Ton Truck $ 
(Chassis Only) 395 


: 1-Ton Truck 


$ 
ck | $495 


Fisher 
wood and steel construction 
provide that sense of sub- 


wheel eliminates all sugges- 
tion of driver fatigue. 


bodies of resilient 


stantial security found in the 
finest built cars. 


ANDERSON-BUTLER CO. 
MARIETTA, GA. 


EAST POINT CHEVROLET 


GEORGE M. JONES 
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BUCKHEAD 
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COMPANY 


EAST POINT, GA. 
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MLO 0 ny hist f Crazy Words) 
15 WAITEN IN. WEEK 


mit elie 0 19 enter her home‘ | On Se |: tember 30 the AZ ent: 5 Ww: ok- 


“Did 
she said, he having shot her through) ine ynder George H. Phillips, district | 


tution’s 
pee Goor after having brokea 2 panel | anager for the Metropolitan Life |@™* serge tl meas" ce 
of glass in an effort to force the| oman i“Gimme-a-Sentence” game, and sin 


ing of his former sweetheart, Albert! goor open | Insurance company, gave & dinner the crazier they are the better they 
Demenico, alias Albert Chesrow. in| Jyemenico’s defense was accidental | honoring Mr. Phillips on his 53d birth-| |. + can be said that the trick 
Fulton superior court Tuesda, morn- discharge of the pistol. He was rep- | day and the 26th anniversary of his) ’ : Ey 
ing was acquitted by a jury after 52) -osented by Attorney F. Joe Turner.| service with the company. The din- | word campaign is doing nicely. Even 
minutes’ deliberation. IJr.. while the prosecution was con- |ner was planned and the celebration’ the coming of such a distinguished | 
Demenico, alias Chesrow, was faced | j.¢teq by Assistant Solicitor General | directed by Assistant Managers C. F.! visitor as Charles Lindbergh caused | 
by Miss Frances Ford, pretty blonde} pq 4. Stephens. The trial was be-| Klenke, Jr., and D. G. Crisp ino cessation in the contributions, but 
he is alleged to have shot because he/ tore Judge John D. Humphries. | At that dinner the agents 4N0-/rather stimulated them. 
was jealous of her when she “jilted Demenico is under two other in-| nounced that, to substantially show | Tuesday's honors go to A. B. Poore, 
|804 Glenn building, who is with the) 


him.” She was the state's st. wit-| gictments charging misdemeanors, one| their love for Mr. Phillips, they would 
containing two counts. The charges | undertake to write at least a million, Southeastern Demurrage and Storage 


are carrying a concealed weapon, dis-| dollars worth of new business in the | bureau. Figuring demurrage will 
charging a “pistol within 50 yards of {ordinary departmenut— which excludes | drive any naeienl man to the verge of 
a public highway between sundown | the industrial class of business—with- | insanity, Mr. Poore’s contributions 


ent were Dr. C. M. Paine, 
president; Dr, Walker, Dr, J. 
Anderson, Dr. Luke Robinson, 
Elrod, Dr. T. J. McArthur, Dr. H. FY 
McDuffie, Dr. R. F. Wheat, Dr, A. 


COWIE WILL ARRIVE 

TODAY FOR DINNER 
TO RAIL PRESIDENT 

who?” “Petroleum! Kerosene him F. White and Dr. Wise. 


yesterday, but he ain't benzine since.’ Robert E. M. Cowie, of New York, Examinations for licenses toe ptae: 
Somebody ought to Roper, eh, | president of the American Rai!way | tice medicine in the state of Georgia 

what? ce will arrive in At-| were held by the board Tuesday and 
With this lubrication the column will be continued today. 


ought to move along smoothly. So /anta early this morning to deliver 

send ‘em in to the “Gimme-A-Sen-|an address on transportation this 
Your tongue 
tells when you 


they | nad editor of The Constitution. ! afternoon before the Atlanta Chamber 
need \ 


swatted the nut and was hit in the’ 
eye by the ern 

Officer, do your duty! 

Here’s an oily one contributed by 
Mrs. Clara Roper, 508 Bass street, 
S. K.: “Has anyone seen Pete?’ “Pete 


ness, and told of numerous threats 


the defendant had made against her 
life. On one occasion, just a few 
days prior to the shooting. she called 
the police to her home to disarm him) 
of a pistol with which he was threat- | 
ening her, she testified. 

The shooting, which occurred on 
Wednesday morning, August 17, 1927, 


HTER CLEARED 
| ONASSAULT COUNT 


Accused of assault with intent to 
murder in connection with the shoot- 


With camphor” Mr. Poore gets: Express company, 


lhe get what he camphor?” 

Not so Poore. Eh? 

He sent in some more, but 
are being held for demurrage. 

Mrs. E. M. Law woke up thinking 
of sylvan glades and mossy dells and | 
hit’ on the word “pasture.” From) 
her residence at 787 Bonaventure ave- 
'nue, N. B.. she sent: “I pasture house 
this morning.” 
Mrs. J. E Targett, a 
avenue, selected the word “dresser 
and commits the following: “The but- 
ter and egg man told the chorus girl 
he'd dresser.” ; ‘ 

Now, marksmen, there’s your Tar- 
gett. 


BY PAUL STEVENSON. 
Crazier and crazier are the crazy 


“he crazier the better Let's make} “ 
f Commerce. 
a lledgeville jea! ° 
SreeEaY ne seni Mr. Cowie will be.a guest tonight 


at the banquet to be given Genera] 

Carl C. B enne t t W. W. Atterbury, pe: Pa Bln > 
: Pennsylvania railroad, at the Athletic 

Hit by E l eva t OT, club by the Atlanta Traffie club. Mr. 

In Grave Condition | ©evie will arrive from Little DP ock, 


/Ark., by way of Nashville, Tenn., 
early this morning. General Atter- 
bury and his party are expected from 
‘the north on the Southern railway at 
3:20 o'clock this afternoon. 


WALKER PRESIDENT 


20 
368 Ferguson 


———— 


Carl C. Bennett, 36, of 207 Pine- 
hurst street, is believed to be in a 
critical condition at the Davis Fischer | 
sanitarium as the result of being struck | 
on the back of the head by a de-| 
seending elevator Tuesday morning, 


}in one week, ,are of exceptional merit. 


Cash Prize Contest 


| 


| 


‘bers _of tourists who will visit 


' 


| 


| 


' 


' colf 


For the best letters telling of 


cleaning 
with 


the most 
well done 
Brighten-Up. 


FIRST PRIZE .... . $50.00, 
SECOND PRIZE... 


Poland’s 


prizes of equal amounts will be | 
awarded. 

JUDGES—Mrs. W..- B. Price- 
Smith, Pres. Atlanta Woman's 
Club; Mrs. Jesse M. Manry, 
Pres. West End Civic Club; 


unusually | 


| killed 


25.00 
| «lem: inde “| 


THIRD PRIZE..... 10.00: 


shot 


FIFTEEN $1.00 PRIZES 


In the event of a tie additional jg 


| First 
| of 
‘TT. Henderson, 
ithe secretary 


and sunup, and carrying a pistol with- 
out a. license. The solicfor 
nounced the defendant would be 
piaced on trial on these indictments 
next week. 
Demenico is a 
weight prize fig shter, 
being * al Ginger. 


A. C. L. OPENS NEW 


former  bantam- 
his fig rhting name 


an- | 


‘it was found 
promise 


' 


PASSENGER AGENCY | 


ON CEN TRAL AVE. 


Primarily to snaiat the large num- 
Atlan- 
ta while en route to and from Flor- 
ida during the coming winter season, 
the Atlantic Coast Line railroad an- 
nounces the opening of a new district 
passenger agency at 104 Central ive- 
nue. 

The new 
of Mark H. 
ly traveling 
headquarters 


office will. be in 
Bradley, who was former- 
passenger agept 
in New York, 
radey assumes the position of 
trict agent for the new office. 

Mr. Bradley has been with the At- 
lantie Line for 1¢ years, be 
ginning his service in }.vannah, 
where he stayed for 12 years, then 
serving for three years in Monty rete 
ery and since in New York 
some years past he has visited Flom 
ida each spring to aid in 
the heavier patronage’ there 
that time of year. 

Mr. Bradley, who he 
tremely pleased to be located in 
lanta, expects a continued increase in 
the Atlantic Coast Line business here. 


FLINT RIVER BAPTIST 


(‘oast 


during 


says 


charge | 


kor | 


handling | 


SPOON, PINS, KEY 


“oppose “l to a 


i ber 


'siasm generated at 
ner, 
‘throughout 


The week closed last Friday night : 


eareful checking, 
the million-dollar 
fulfilled, with an 
$50,000, 


after 
that 
had been 
excess margin of over 

Speaking of this remarkable rec- 
ord ‘Tuesday, Kienke and Crisp said 
‘hat it was attributable chiefly to two 
facters. First they placed the high 
esteem which Mr. Phillips is beld 
by all the agents, about 45 in num- 
Not a man but feels, they said, 
Phillips is a real leader as 
“driver” and not a man 
‘but looks up to him both as business 
mentor and personal friend. 

The second factor was the enthu- 
tee birthday din- 
which continued unabated 
the remarkable campaign 


and ‘Tuesday, 


in 


that Mr. 


' week, 


| 


with | 

» 
Mr. | about 
dis- | 


a ee ee 


is e@x-| 


At- | 


COUNCIL AT GRIFFIN | 


{ Spe- 
meet- 


(a., October 11.— 
ejial.)—The regular quarterly 
ing of the workers’ and pastors’ 
cil of the Flint River Baptist associ- 
ation was held in Griffin today at the 
saptist church. The feature 
meeting was addresses by |. 
of Knoxville. Tenn.., 
of the Baptist Brother 
hood of the South. Special stress was 
laid on the newly crganized Baptist | 
Brotherhood of the association, of | 
which J. P. Nichols, of 
president. 

The progr am 
votional, led by 
lins, of Zebulon: 
ness; address by J. TI’. Henderson, 
retary of the Baptist Brotherhood 
the South; round table discussion: 
reports from churches and organiza- 
tions: “Our Association,” 
Nichols; address, “Baptist Brother- 
hood.” by J. T. Henderson: executive 
board of the W. M. U. and executive 
committee of the association meeting. 


Griffin. 


the 


for the day 
the Rev. E. B., 
miscella neous 


|WRIGHT AND CHENEY 


| bridge, 


Couns | 


and 


' 
/ soon 


Griffin, is} 


was de-} 
(‘ol- | 
bust- | 
SEC- | 

ol 


by. J. P.| 


ON odatidal PROGRAM | 


Howard P. Wright, 
tion administrator of this distriet, 
livered an address on probibition en- 
forcement at the Tuesday 
the Atlanta Lions’ club, in the Wine- 
hotel. 

Wiley 0. 
High school, was another spenker on 
the program. ‘The musical program 
was aranged by J. Gordon Moore. A 
new member, Henry W. Gullaif, 
introduced. to the club. VDresiding at 
the meeting was Josepht B. Wolfe, 
president. 


BIRMINGHAM WOMAN 
SEES HUSBAND SLAIN 


Cheney, 


Ala... October 11. 
looked On, t i Ll}. Dan- 
and instantly 
corner 
to hold 


tirmingham, 
While his wife 
jels, a painter, was shot 
on a downtown 
by a negro who attempted 
him up. 

Daniels 
a restaurant, 
a negro. who 
that 
Turing to 
the back 


streef 


wife had just 
when he was Stop] ToT by 
flourished a pistol and 
Daniels hand over his 
flee, Daniels was 
by the neg 


and his 


Moneys P 
in 
escaped, 


rroO 


‘ets prohibi- | 
de- | 


meeting of | 
principal of Tech 
Was) 
| death followed quickly. 


| old brother. 
iat the time, 


(PP) | 


left 
‘operating 


Whe, 


Mr. Phillips began his career with 
the Metropolitan in Atlanta. Later 
ihe worked in other territories but re- 
turned to Atlanta in 1915. He is 
district manager for the company's 
Piedmont district, which  ineluces 
one-third of the city of At- 
lenta and Griffin and Thomaston, He 
is regarded as one of the leading in- 
surance managers in the scuth and 
his renufation has carried all over 
the country and into the organiza- 
tions of all insurance companies, in 
addition to the high esteem by which 
he is held by the entire personnel of 
iis OWN Company. 


FOUND IN STOMACH | 
OF CAMDEN WOMAN 


es 


Camden, N.. J. October 
(lnited News.)—Here are a few of 
the articles an X-ray revealed in the 
stomach of a woman inmate of a 
hospital for mental diseases at Cam- 
Del.: 

(One teaspoon, 
ers, six safety 
open), 12 buttons, 
a.door key. 

An X-ray picture of the patient's 
stomach was made after she had take 
en poison. Physicians said that as 
as she recovered from the ef- 
fects of the poison they would operate 
to remoye the hardware. 


CHICKEN THIEF 
WILL SERVE LIFE 
TERM FOR CRIME 


Y.. October 11— 
-Beeause Edward 
Orchard’s theft of 112 chickens was 
his fourth felony he must serve the 
remainder of his life in prison, Orch- 
ard, who is 38, hoped to evade the 
Baumes “fourth offense’ law hy 
claiming that he stole only 71 chick- 
ens, which would have constituted 
only petit larceny. 


oe ee 


CHILD IS KILLED 
BY FALL INTO CAN 
OF DISINFECTANT 


—_—— _ 


11,— 


six metal hair curl- 
pins (three of them 
six wire hairpins 


Buffalo. N. 
(United News.) 


Savannah, Ga., October 11.—(A4\— 
Kalling into a narrow lard ean partly 
filled with a solution of strong disin- 
fectant, a 14-month-old child, James 
D. Glisson, Jr., son of Mr. and Mrs. 
J. D. Glisson, 4 Habersham street, 
died shortly after 5 o'clock today, Its 
head was submerged in the liquid and 
Only «a 6-year- 
‘Tommy, was in the house 
both the father and mother 


of the child being at work. 


SCHEDULE CHANGES 
L.& N.R.R. 


" Hiffective Monday, October 
the following changes in 
will occur: 

Train G4, 


10th. 
schedules 
operating between Car- 
tersville and Etowah and train 61, 
between Etowah and Car- 
will be discontinued, Trains 
will make stops between 
and Etowah that were 
by trains 64 and 61. 


tersville, 
34 and 31 
Cartersville 
formerly made 
—~f(ardyv.) 


a) 


Cwhat a kick!” 


Mrs Géo. W. Grant, Pres. 
West End Woman’s Club. 
Contest closes November 


- 
1927. : 
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Now sold for the first time in small 
packages through grocers for home. 
use. ) 
Originally ‘made and sold in barrels | 
to large institutions and industries 
for their own cleaning. 

When Brighten-Up was in the 
process of development and was 
being tested the first unusual thing 
we noticed was that it brightened 
silver, plated and sterling, by mere 
washing. Then we-found that stains 
could be instantly and harmlessly 
removed and the silver polished 
brilliantly just by being dipped into 
a boiling solution of Brighten-Up. 
Now you can discard the old rub- 
bing silver polishes and keep your 
silver brighter than ever for 
Brighten-Up does away with the 
work part of polishing silver. 

Today millions of pieces of silver 
are being polished daily in hotels 
and cafes by Poland’s Brighten- -Up. 
Buy Brighten-Up from your grocer, 
10c, or we will send a free sample. 


Contest Manager, 


POLAND SOAP WORKS, 


forget. 


of etiquette. Just write for it to 


— the safe 


as an astringent 


Have you tried Listerine as an astringent? It’s a pleasure you won't 


It exhilarates your skin like nothing you've ever known—a natural 
astringent that contracts pores, and leaves the skin feeling soft, pliable 
and youthful. It’s certainly worth trying. 


Perhaps you'd be interested in receiving our handy little free book 


the Lambert Pharmacal Company, 


Dept. L3, 2101 Locust St., St. Louis, Mo. 


LISTERIN 


antiseptic 


i -— = 


Anniston. Alabama. 


Here are a few of the sentences sub- 


mitted by Mr. Doore. 

Take the word 
Poore gets: 
if Henry Ford hasn't Madagascar.” 


uses 


Wow, but that’s a jolty one. 
another 
*A\Massachusetts” 
the steak 
Continuing with 


“We had 


“Madagascar,” a 
‘There'd be no joy riding | 


Here Are Others. 
Here's | 
Poore, in which he 
thusly: “When| 
Massachusetts.” | 
he adds: | 

dinner,” 


by Mr. 

tough, 
“toughen,” 
for 


is 


a toughen 


Minor B. 
*rubber,” 
'gave me some 
land told me to 

Which 
“The 
flowed down the valley. 

Don't 
devils are dying. 

Lindbergh is responsible for the fol- | 
‘lowing by Jack Hazile: 


Puzzle Over These. 
Holbrook chose the word 
as follows: “The 
medicine for 
“rubber.” 
the 
the 


9 


my 


suggested following: 


dam broke and 


shoot the men, the 


“Little Jimmry 


doctor | the 
wife | 
Holbrook | 


poor 
| ahout 


while he was looking into the shaft. 

Bennett, whois a timekeeper for 
Empire Construction company, 
met with the mishap at the Electric 
land Gas building of the Georgia Pow- 
er company, where his employers are 
constructing several additional stories. 
‘In addition to the serious skull 
juries, Bennett sustained 
the face, when the 
the elevator blow 
a piece of timber. 


of 


impact 


in- | 
lacerations | 


knocked him against | 


OF MEDICAL BOARD 


O. B. Walker, 
president of 
examiners 
meeting ‘Tuesday 


of Elberton, was 
the state board 
of Georgia at 
in 


Dr. 
elected 
of medical 
the annual 
state capitol. 

Other officers are 
of Forsyth, vice president, 
T. Wise, of Americus, 
treasurer. Members of the hoard pres- 


Dr. J. O. Flrod, 


the | 


and Dr. B. | 
secretary and 


Coated tongue, dry mouth; 
bad breath, muddy skin, 
groggy nerves and sour 
stomach suggest its use. 


Winners 


0,000 Coca-Cola Contest 


Miss Katherine Brennan, trained nurse, 
St. Paul’s Hospital, Dallas, Texas. 


Miss Vivien Kressh, student, Hunter College, New York, 
1631 59th Street, Brooklyn, N. Y. 


George Frederic Nieberg, newsa- 
paper re ter, 916 Lawrence 
Avenue, icago, Il. 


Horace O. McCrea, clerk, 437 Cen-_ 


tral Street, Springfield, Mass, 


G. W. Hazlett, care of George T. 
Brodnax, Inc., Memphis, Tenn. 
Gerald Finn. 1651 Carroll Street, 
Brooklyn, N. Y. 

Harold Betts, 2134 Prince Street, 
Berkeley, Cal. 

C. J. Webster, Norfolk, Va. 

Carl O. Nybladh, 821 North King 
Street, Xenia, Ohio, 


Mrs. C. W: Toms, Jr., Durham, N. C. 
Thomas I. Dalton, Topeka, Kan. 
Kenneth Bleckley, Greenville, S. C. 
Margaret W. Thomas, Pittsburgh, Pa. 
H. H. Powell, Houston, Tex. 
Dr. William J. Dieter, Newcastle, Ind. 
J. P. Shaffer, Montgomery, Ala. 
E. G. Weber, East Alton, Ill. 
H. W. Jollie, Cranston, R. I. 
A. M. Heffield, El Paso, Tex. 
Miss M. M. Neffien, Charleston, W. Va. 
Miss Anna B. Harden, Salamanca, N. Y. 
Mrs. C. A. Farrell, Greensboro, N. C. 
Earl C. Brown, Indianapolis, Ind. 
Miss Rhoda Akard, Sacramento, Cal. 
P. M. Onstad, Grand Forks, N. D; 
Miss Marie Seefeld, Houston, Tex. 
Kay Moran, Los Angeles, Cal. 
Margaret Reaves, Rocky Mount, N. C. 
Odin, M. E. Werther, Cleveland, Ohio. 
Mrs. C. E. Walker, Sanatorium, Miss. 
Mrs. Olive Barrett, Detroit, Mich. 
George D. Duncan, Franklin, Ky. 
Sylvia Smullian, Atlanta, Ga. 
Selma A. Burg, Erie, Pa. 
Harry B. Stemm, Ashland, Wis. 
Lemuel C. Dunbar, Baltimore, M4 
Mrs. Virginia Bray, Cullison, Kan. 
Mrs. R. R. Rothrock, Birmingham, Ala. 
Fred L. Michaelian, Turlock, Cal. 
Mrs. L. M. Hall, Roanoke Rapids, N.C. 
Mrs. R. Rex Johnston, El Paso, Tex. 
Leon H. Putz, Philippi, W. Va. 
G. L. Davia, Detroit, Mich. 
Oliver F. Crothers, Rochester, N. Y. 
Richard D. Daley, Erie, Pa. 
Mra. Berniece Jackson, Ludlow, Ky. 
V. R. Eaggon, Beloit, Kan. 
Paul F. Benz, Paterson, N. J. 
K. E. Steinmatz, Minneapolis, Minn. 
Minnie R. Davies, Pine Bluff, Ark. 
Merritt B. Pound, Athens, Ga. 
Fred H. Ebersold, River: Forest, IL. 
Thomas R. Jones, Savannah, Ga. 
Martin A, Smith, Pen Argyl, Pa. 
Walter A. Scheuneman, Erie, Pa. 
Alexander Murray, Wilkes Barre, Pa. 
Chris L. Hansen, Akron, Ohio. 
Mrs, A. T. Pontius, Seattle, Wash. 
A. L. Young, Chicago, IU. 
Edward J. Gambk, Eveleth, Miga. 
Mrs. H. E. Heston, Jr., 

Cleveland Heights, Ohio. 
Paul J. Scheller, Dayton, Ohio. 
W. W. Greenwood, Worcester, Masa. 
H. V. Forsyth, Ashland, Ky. 
John M. Dimick, Huntington, W. Va. 
L. W. Watkins, Morgantown, W. Va. 
Carl E. Dent, Lawrence, Kan. 
Wm. C. Fitz Gibbon, Indianapolis, Ind. 
Wib. Chaffee, Troy, Ohio. 
Miss Helen Kilpatrick, Byron, Ga. 
Mrs. R. E. Wager, Decatur, Ga. 
©. I. Sprungman, Minneapolis, Minn. 
Albert DeG. Conkey, Detroit, Mich. 
Lulu I. Rumsey, Anaheim, Cal. 
Harry C. Davidson, Moscow, Idaho. 
Mrs. K. L. Langhlin, Chicago. TIL 
Eldred A. Mowat. Sarasota, Fla. 
I. L. Lyons, Jr., New Orleans, La. 


In addition te the above there 
contest entries have been read an 
therefore and 


0 0 Choi 


Coca-Cola Bottlers 


C. C. Clark, President. 
—— West Point, Miss. 


LEE 


nternationa! 
ing Association, *1917-18, St. Louis, 4 
* Until 1926, Associated Advertising Clubs of the World. 


four hundred $16 
eir merits wei 
in declaring the a 


of the 


$10,000.00 


Miss Mabel Millspaugh, stenographer 
120 W. 4th Street, Anderson, Indiana 


$5,000.00 


$1,000.00 


Miss Mary M. Sauers, stenographer, 


— Street, N. S., Pittsburgh, 
Mrs. E. R. Cassidy, housewife, Bo- 
galusa, La, 


Alan B. Wright, Westinghouse Flec- 
tric and Manufacturing Com- 
any, 1913 Barnett Bank Build- 
ng, Jacksonville, Fla. 

William Dale Winders, 1792 Andover 
Road, Columbus, Ohio. 

Mrs. Vircil G. Wheaton, 4205 Wav- 
erly Avenue, Detroit, Mich. 


Mrs. R. L. Clancy, Savannah, Ga. 

W. E. Perry, Valdosta, Ga. 

H. W. Hohaus, Winona, Minn. 
Robert Pilgrim, Washington, D. C. 
Mrs. Frank J. Ryan, Chicago, Il. 
Mrs. R, H. Davis, Waxahachie, Tex. 
A. J. Baird, Nashville, Tenn. 

Ida Rothenberg, Lincoln, Neb. 

Mrs. Theo. J. DeCroff, Spokane, Wash. 
Kvaline Boggs, Seattle, Wash. 

J. C. Jones, Owatonna, Minn. 

Russell Hammargren, St. Paul, Minn. 


C. J. Limbaugh, Highland Park, Mich. 


Jesse B. Paulson, Flint, Mich. 
Martha Strahan, Grenada, Miss. 
Nelle D. Reilly, Kingfisher, Okla. 
Leonard R. Jenkins, St. Louis, Mo. 
J. Arthur Dunn, Greensboro, N. C. 


Wayne F. McMeans, Ann Arbor, Mich. 


Lena Morris, Dallas, Tex. 
J. D. Burke, Gastonia, N. C, 


144 


$100.00 Prizes 


Walter J. Held, business man, 
Standard Oil Building, San Fran- 
cisco, Cal. 

Dan B. Stockton, real estate, 519 
A Street, Bakersfield, Cal. 


$50.00 Prizes 


Oliver A. Life, 3807 Fair Avenue, 
St. Louis, Mo. 

Raymond P. Wheelock, 524 South 
Chestnut Street, Lansing, Mich. 
Stephenson Waters McGill, 1340 
South 3rd Street, Louisville, Ky. 
Harold L. Schoelkopf, The St. Cloud 

Daily Times, St. Cloud, Minn. 


$25.00 Prizes 


G. F. Edwards, High Point, N. . 

H. Carsen Scranton, Reno, Nev. 

Mrs. J. B. Boldridge, Wilson, N. C. 
Susanne Loigeaux, Plymouth, N. H. 
Olive Stevens, Bellingham, Wash. 
Phillip W. Card, Sommerville, Masa. 
Mrs. H. M. Heyer, Detroit, Mich, 
Mildred Askew, Headrick, Okla. 
Lucile C. Mease, Bethlehem, Pa. 

A. B. Leonard, Lindsay, Okla. 

H. V. Pettibone, Worcester, Masa. 
Arthur M. Samp, Beloit, Wis. 

Rev. E. DeWitt Jones, Detroit, Mich. 
Miss Blanche H. Wilson, Berkeley, Cal. 
Henry Irven Gaines, Asheville, N. C. 
Nathaniel Sherman, Watertown, N. Y. 
M. L. Glidden, Dallas, Tex. 

Miss C. Goldback, Spokane, Wash, 
A. D. Petty, Sioux Falls, S. D. 

Miss E. Davis, Wichita Falls, Téx. 
Charly Lang, St. Petersburg, Fla. 


“Jaabel D. Vannings, housewife, 1319 


$2,500.00 


Mrs. Mildred Sewell Siegwarth, housewife, 


Ashwood Avenue, Dayton, Ohio. 


$500.00 


Harry H. Ward, soda dispenser, 
Care of Sanford-Frazier Drug Company, Enid, Okla, 


South Main Street, Racine, Wis. 
B. B. Halleck, advertising man- 

ager, 4618 Colfax Avenue, South, 

Minneapolis, Minn, 


Arthur C. Janisch, 407 Beacon 
Avenue, St. Paul, Minn. 

Miss Katharine Holt, 203 Claridge 
Manor, Birmingham, Ala. 


a anne Hamilton King, Waverly, 


Bdear T. White, 6730 Lowe Avenue, 
Chicago, Ll, 


Mrs. Wm. Fechner, Taylor, Tex. 

Mrs. Elsie McPherson, Mobile, Ala. 
F. Stanley Paul, Norfolk, Va. 

C. B. McCloskey, Grand Rapids, Mich. 
Chas. F. Swanson, New Britain, Conn. 
N. A. E. Nelson, East Orange, N. J. 
Edward C. Moses, Canaan, Conn, 

kK. D. Williams, Joliet, JIL. 

C. W. Hildebrec ht, Trenton, N. J. 
Harold DeHart, Milltown, N. J. 

Mrs. Wm. Lindsay, Ida Grove, Iowa. 
Miss Mayme Eads, Muncie, Ind. 

Mrs. G. D. Eakin, San Antonio, Tex, 
Mary L. Benson, Marietta, Ga. 

Mrs. T. B. Anderson, Holdenville, Okla. 
James J. Smiley, Jr., Chicago, Ill. 
John Walter, Newberry, Fla. 

Mabel Brown Sherard, Belton, S. C. 
Mrs. Dewey Anderson, Greenville, Tex. 
J. Mortimer Price, St. Lonis, Mo, 

W. D. Ruseell, St. Augustine, Fla. 


Mrs. Witllam M. Jones, housewife, 
oo Greenup Street, Covington, 
y 
Harold PF. McDuffie, physician, 322 
9th Street, Atlanta, Ga, 


Missa Maense Nichols, 
Street, Galveston, Tex. 
Albert 
Avenue, St. Paul, Minn. 
Treasabea Haynie, 4728 Park Drive, 
Houston, T 
Miss Mary Bright Doma, 
Greenfield Avenue, 
Tenn, 


Gordon S. Higgins, San Francisco, Cal. 
Ruth F. McLaughlin, Winchester, Mase. 
Mrs. Thomas B. King, Durham, N. C. 
Rev. Edgar C. Burnz, Charlotte, N. G 
Mrs. Clara Martin, Seattle, Wash. 
Kathryn Hartkoff, Hamilton, Ohio. 
Mary S. Chaffin, East Cleveland, Ohie. 
Walter E. Keever, Detroit, Mich. 

Mrs. Elva L. 
Miss Mercedes Buckner, Augusta, Ga. 
Pansy Robertson, Lawton, Okla. 
Lydia E. 
Ross Wilson, Chicago, It. 

Olga M. Johnson, Chicago; IIL * 
Jose G. Fernandes, Chicago, UL 
Mrs. KE. J. Dalshaw, Dallas, Tex. 
Clifiord S. Lideen, Burlington, lowa. 
Ray Knight, Cleveland, Ohio. 
Elizabeth Land grebe, Ensley, Ala. 
Mrs. T. C. 
Morgan Gilbert, Pontiac, Mich. 

M.H. Thayer, Kalamazoo, Mich. 
Frederick A. Cina, Aurora, Minn, 

Elsie Roads, Enid, Okla. 

Leonard Pounds, Louisiana, Mo. 

Mrs. W. A. McBrayer, Cincinnati, Ohie. 
Miss Marie Rameey, 
L. W. Brigham, Worcester, Mass 
Mrs. M. Hollenbeck, Appleton, Minn. 
Paul C. Senne, 
Charles K. Clannch, Des Moines, lowa. 
A. M. Cleveland, Waterloo, lowa. 

Miss Della Kreidler, Dayton, Ky. 

J. E. Stuart, Springfield, Maas. 

Athlyn V. Bangs, Iron Mountain, Mich. 
Lawrence A. Brown, Bay City, Mich 


7 


2311 36th 


A. Dreis, 1498 Lincoln 


ex. 
1144 
ville, 


Ames, Wheeling, W. Va. 


Kern, Eric, Pa. 


Wilson, Moorhead, Minn, 


Kir ksville, Mo. 


Topeka, Kan. 


u. E. Holland, ae 


tising Ageociation, 


"1922. 


The many thousands of admirable 


We, the judges, are 
Coca Contest. 


bbs, President, Internationa! Adverti 
Association. *1909-.10, Atlanta, Ga. 


| 


Above gppear the siz keys to the popularity of Coca- 
Cola. These keys were given by thousands of people 
in a national survey as the reasons for drinking 


Coca-Cola 


$30,000 contest conducted during the summer just 


Above are the names of the wianers of the contest 
prizes ‘exclusive of the $10 winners) whosubmitted 


rules, : 

where foand; (2) Best paragraph on why the key 
that appeals most to the individual contestant is a 
good reason for the popularity of Coca-Cola; and 
(3) The best anewer to the question, “Other 
magazine and newspaper advertisements, what 
Coca-Cola advertisement best illustrates or pre- 
sents to you one or more of the six keys? Tell why, 
and also where you saw the advertisement.” 


Checks have already been mailed to all of the 635 
whose entries were selected by the judges. — 


Ella Bickel Richards, McGregor, lowa. 
Mise L. Travelsted, Bowling Green, Ky. 
Verna M. Lufter, Marshalltown, lowa. 
E. R. Kumbier, No. M ilwaukee, Wis. 
Phillip O. Wright, Davenport, lowa. 
Haze! F. Anderson, Charleston, W. Va. 
Mrs. C. R. Smith, Onslow, lowa. 
Frank L. Horsfall, Jr., Seattle, Wash. 
Dr. J. J. Moeller, McCracken, Kan. 
Lyle Mune, Colby, Kan. 

Vernon W. McCune, Erie. Kan. 

Mrs. Edw. A. Roef, Hutchinson, Kan. 
Mrs. F. E. Gritzmacher, Wausau, Wia 
Miss Blanche Hibbs, Seattle, Wash. 
Mrs. Leo. L. Ledwich, Seattle; Wash, 
Elva L. Utt, Lancaster, Wis. 

Misa Bertha Gaskill, New Bern, N. C, 
Mrs. H. J. Bryson, Raleigh, N.C. - 
J. E. Turbeville, Raleigh, N. C. 

Harold D. Shaft, Fargo, N. D. 

Grace Schening, Dallas, Tex. 

Geo. N. Mathews, Dallas, Tex. 

Rev. C. R. Stegall, Montreat, N. C. 
Mrs. W. L. Swanson, Asheville, N. C. 
R. Jennings White, Conway, N. C. 
Mrs. David Almond, Ashboro, N. C. 

L. W. Woodruff, Springfield, Masa. 
Harlie W. Smith, Joplin, Mo. 

Hal W. Moseley, New Orleans, La. 

Gail C. Belden, Evanston, It. 

G. M. Banks, Old Hickory, Tenn. 

R. A. Schroder, Minneapolis, Minn. 


and formed the basis of the recent 


“Other than 


"The Coca-Cole Co., Atlenta, Ge. 


y * 


ee a me a fies 


se =e Se a od vaa® - shied ener Da eS yy " ene WI f => ep te | oe i Dres sept 2 + tae Fae tea Oy 
Je, See Haas Bg ee, re 2S 5 ao AAO Soo CGA, eg Tc ee EO fe ty 8 eS oe, ape Ce ae OE tie ge Pl ee Desa ee 


ba 4 — oe. as I a a ee oe J 
Eee. Se eee oienins 2. ies ey 4 ia gr as) pak oie ote ‘me, 
wee rs? Oe ‘ . Eee att tog = Th Ogee oP Se Ree ae ee fuser Fi yee en Mat Shae: Beek < . e? hts Ss oe ga As. Or Bad ee if? th a | = x 2s eo 5 cis, 4 Pe Py Ey a te id 
Sad cas. Phy ci a ‘once 9 . : s i ei ee Brae 2s ey" ae Soa be se 7 A Sy ee os : ‘te 7 Mert Fe ¢ ! 
See A gk ee Te eee” OO, ee ree ae Sm ee ia A, A see seh Be oe oe. ae Se Pay Be gpg Phe ee pe ene ae i >, 
¥ , ; es =~% ny rs See “ - a a Y _ a . 


, * . 4 j », ¥- 4 oe 5. & : - a a Bg 
wen ON ME ne oe ee ee eee 5 + hte ll Paes 


- ret ot ae ew y Re ae SES SORE ae eS a , - % ? % F eas 
ae Ee * ahs: ~ he e ; f J ‘ ar : Hi a Ps aes eS = bart . es Sime 5 CP ae 
+= 2 » te Lo - a . . . : J ? F pv - — so 
= i — i ' Oorrce pf me . } ee 1 
. 4 » 2 = Bitigagt @ — . . ~ % —- a oe : a ; “ . - a : ; 
nad o 


/ WELL You GOT YOUR HEADACHE —  LBURNING THE CANDD 3 TS 
By Ror Vicxzrs. te ee, Sey a AT BOTH ENDS MAKES BOTHERING 
PLAY YOUR LITTLE GAME OF GOLF A LOVELY LIGHT = Shas ANY BODY 7? 


AND THEN HANG AROUND TH | : 
snaepey LOCKER ROOM TILL THE © . BUT NTS ‘TOUGH pew ae petit yc 


A HEADACHE ? 


On the way to Donald Brierly’s house at Rubingion for Juncheon Connie Elmore. 
Donald's fenese, tells her friends Olive Weston that Donald stands a chance of inherit- “ MILK PAA] ON THE C AN DLE - 
ing half a million from the estate of old Harrowby, a friend of Donald's father. : fi 

Olive and Connie share a flat in London. Olive is secretly in love with Donald but CAME — 
fincerely pleased at Connie’s good fortune in winning him. 

_ Sandie and Querk, solicitors handling the Harrowby estate, are crooked and plot to | 
‘cheat Donald Brierly of the fortune by having a spurious heir appear whose claim is 
prior to Donald’s. In the midst of the ploting Augustus Brierly, Donald's father, pre- , 
sumed to have died on the Titanic, calls on Sandle. Querk suggests to Sandie that | 
he invite Brierly to Harrowby house and there with the assistance of Querk’s tool, 
Wade, dispose of Brierly. 

Connie decides to visit her old nurse, who is now caretaker of Harrowby house. | 
Mrs. Jones is out but Connie finds the key and lets herself in to wait for her. She | 
nears strange noises in the library and, going to investigate, she sees Sandie and an- 
ether man kill Mr. Brierly, whom she recognizes from his portrait. Rushing out of . 
the house, Connie stumbles into Mr. Querk. While telling her story, Querk pushes the x 
belli and sends a signal to.the mourgerers. Connie sees a policeman and, calling him, | 
the three proceed to the library and Connie asks Querk to open the secret panel in the ip 
wall where she had seen the men place the body. It is empty. Querk accompanies her | . 


ee A 4 
, : "/ it Uf} -~ .\ 
to the police station, where she tells her story to the police superintendent. Querk in- , VHT it} / , 4 
timates that she imagined the scene and in exasperation Connie goes to see Olive, who ’, tH Lae ry f 
s! ‘ ’ 
Lg ' 


j . 


believes her story. 

Qork requests Sandle to come to the superintendent’s office and he presents his ; oO“ 
alibi, which the police officer accepts. The two lawyers proceed to Wode's office where | 
old man Turle and his son, the spurious heirs, await them. The old man dies just | 
after they walk into the office. 

The next morning Connie calla on Querk and meets young Jones there. She recognizes 
him as her old nurse's son, but does not know that he has been posing as Henry Turle, 
dr. Querk later pretends that Connie imagined she saw young Jones. He tells Olive that | 
Mandie is about to bring criminal suit against Connie unless Olive, as her nearest friend, | Sn a ‘ ek 


has her committed to a private sanitarium which she recommends. While Donald is visit- 
ing Connie at Maenton house a body is found buried in his garden. Olive, sent out on , 
the case by her newspaper. meets and warns Donald, She arranges a hiding place for 
bim in London, Detective Rason calls on Olive. | 


CONNIE SEES THE NEWS. | wanted to ery out Donald's name—| 
PAPERS. (te rush the matron. But she stood} 


"Nurse Flecker picked up the brushes | "™. 


and set to work brushing Connie’s| “J-isten to me, Nurse Flecker. This | y nae { see 
iia, Prenat ‘che rested. ;man is my fiance. I love him. You | 1 COULDNT CONSIDER 17 FORA NO-t WOOLONT gsc tee 
‘ tet tell me he is in trouble—that you've | maaan 's! THINK OF WORKIN' FOR OH WELL, ILL TELL YA WHAT- 
You introduced me to your visitor | ; {f CANT UNDERSTAND VUIHY CENT LESSN SO OR GODOLLARS = TREN, MDLLINS MAKE IT S4UOS? A WIEEK 
yesterday. In case he comes again— ‘read of his trouble in the paper—and | THOSE SCOUNDRELS WERE A WEEK, MR. HOWL: NO #352 MR.HRHOWL- ALLI BRAVE , 
I’m afraid I didn't catch the name, | YOU refuse to tell me what that oe TALKING ABOUT ME W THE WHEN [ LEFT HOME ASA kID, MY IT WOULD BREAK TO SAY 15 MR, HOWL.AND LET 
I’m one of those unfortunate people | rei, ge mad, oe ee TERMS I OVERHEARD THEM | OLD MAN MADE ME PROMISE HIM MY OLD. MAN'S HEART. GOOD DAY, THE OLD cENT ¢ 
who can very rarely catch a name | paper.” USING IN MY GARAGE WESTERDS\y- THAT IF fT COOLDONT MAKE BIG MONEY pp BAWL KIS EYES ON: - } 
— 


+ 

at an introduction.” | hen if 1 do tnis—it T risk my |p apse eee Alber a tena rT WOULDN'T WORK AT ALL- a> 
“Brierly.” € . : |livelihood for you-—swear that what- | . . : 

peed Be gate eat ot over happens you will not let the I WILL HIRE MOLLINS AS A AG ES en WENNER NO See : ay ) 


matron know?’ 2 SORT OF A BODY GUARD= AT HOME AGAIN “TILL L MADE ) 


ae Ben wou?’ ge ew We 3 FSO OR 760 A WEEK. 
i , don't y | “Yes, yes—of course.” — =f SUST THE SORT OF A SOR HE Ss 
“I gathered that from the tron,” | ‘She might cross-question you. Say | 
ga ~ 1a m 7) ma r ‘ j 7 e. 2) NID 
answered Nurse Flecker as she re-| that you bribed one of the servants| 2% SHOULD “HAVE = GOOD A 
“ce k ' 4 ~ o,f and refuse to say which. She cant! 7 DANGEROUS! 
sumed work with the brushes. “Brier- punish you in any way. fim 
ly. I shall remember it now. oy “Yes, Bring me the paper.” viiitbii ‘ 
“What is it, nurse?’ | Nurse Flecker gave an almost per- Bids Frans 
“Nothing—nothing. How heautiful- | (ect presentation of an overwrought | 
ee as 2 5° R /woman persuaded against her will 
ly thick your hair is! Mr. Brierly.| “I am going out of the room,” she. 
No—not Mr. Donald Brierly, by any | said in a broken whisper. “I am go- | 
chance?”’ (ing down to my breakfast. I shall! & 
ibe back in fifteen minutes. You will’ [& 
‘find the paper in my room under’ 


. . rt. —_ 
> eee 
: 
_—_——_—— 


ey - al ‘a . a OO 


“MOON MULLINS—A PROUD FAMILY, THOSE MULLINS! 


‘e. 


There was an odd note in the ett sae 


nurses voice that awoke Connie’s| my pillow. When vou have read if, 
curiosity. throw it out of the window—and dont 
“Yes, His first name is Donald. pepe Jee bribed a servant to bring | 
: ; (it to you. 
ut you don't know him, do you | Connie had not heard the last | 
nurse? You didn’t seem to recognize | words. She had flung herself on the | 


: ce icating « a noment tater | 
each other when I introduced you.’? | Communicating door, A momen later | 
she was staring at the headlines of -—— 


“No—oh, no. No, I've never seen the record SO ee ~h 
: . s ee 

Mr.—-Mr. Brierly—Mr. Donald Brier- | —— a 

ly before. O, it’s nothing, Sorry if | Olive's first thought on waking was 


1 brushed your ear! Mr. Brierly wy al tara enspector Rasen but / €: LONG AS I LIVE IL WONT GZ OH - DOAT FEEL ZZ Lp A hy Yip “Oy LL FAVE To Mit HOW WILL e.. f MY LAW‘YER SAYS THAT 


—_—— + Oe 


doesn't live at Bubington, does he?” | “That matron’s a capable woman— FORGIVE BUMP, Co FOR SUING VOLAALLOL LIL E “sy Wit i v 
“Yes. How did you know that”? iT Brg rd eng ent yaw ine ae AAISTER SMITHERS JUST BECAUSE SO BAb ABOUT \~ Ap sf, Sg TE ST! FY AA fy THAT HEL p? Ys CON TRACTS MADE RY @ 


“CQ but he can’t—he mustn’t—he | lowed sage the £ agmey, morn- I MADE A LITTLE SLIP IN IT - MiSs O FLAGE | (LIX EL OO?” SWEAR THAT ae | AAINORS . ID:OoTS IMBEC! LES, /: 
Ke 


' LAN \ MX 


ing. she can't be in the ¥ DA pe ph pipe ~ | ‘ - 
MY LAWYER TELLS } Megs P| || TOU QUOTE Py od AND IRRESPONSIBLE 
“Nothing, nothing!” cried Nurae |r cently. Perhaps, there will be HT RIGHT WE f= \WITHOUT MT | a BIN DIAG 


LEZ ce ete ZZ COMPLE - — ’ -ne-e | 
VF lecker, deliberately floundering. | And perhaps there would not be} [<<< ie LZ. OL LIA LAA" CAA B EAT , IK NOWLE DGE OR . | | ¥ aa D, \ j 
“Yes, of course, as you say—why | s00d news by then, Olive admitted. | | 272 ; CH 6 ALA. EV | , . CON SEAT. ) ia > ea ee 


can't.” ‘dark indefinitely. I must go down! £& WMUOT ING AHEM PRICES 
“What is the matter, nurse? Why | this afternoon, and whether she hates | : y 
shouldn't he live at Rubington?” ;my face or not, I must break it to 


—“ —< 


\ 


eS. 


That would be pretty terrible for Con- | 
Re 1.) : : : /nie. To love and know that your! 
ia-ha. eres no reason at all why lloved one is a hunted fugitive is bad 
he shouldn't live at Rubington,. Why |enough. To have to sit helpless, vir- | 
should there be?” | tually imprisoned, unable to move a 
ON pce 1"? |finger to help—that was almost the 
Nurse! ae : 
haps 5 . | Worst thing imaginable. And that 
Miss Elmore, sit down, please,” | poor Connie would have to endure. | 

. , . *« | . ' 
snid Nurse’ Flecker. as if she were | Fate that had taken so much from | 
‘Olive had at least given her the | 
' 

} 


\ 


. \ \ 
\ 


\\\\ .\ 
AAA 


\ 


shouldn't he live at Rubington? Ha- 


YY 
A 


4 
\ 


\ 


making a Jast effort to appear calm. | : 
_power to serve. Love had given her 


I haven't finished brushing pour | far worse than nothing. Love de- 
hair. [——-’’ | 


/manded that all her will and all her | 
ON arse 1’ (wit should deny its ‘very extetenen.¢ 
jee. eae 2 ee . «. And love now called upon her to 
Yes, Miss Elmore, what is It! | Dlot and intrigue, to lie and sacri-| 
What do ygu want? Why do you | fice her personal honesty and risk | 
keep saying ‘Nurse?’ ” her liberty. 
“You ask me if his name is Donald As she bathed and dressed. she 
—-you ask me if he lives at Rubington, | planned out her dav. 
and when I] say ‘yes’ you suddenly “I'll go and gee that clever old 
become excited.’ fox Querk as soon as possible—no !— 
“O, don’t take any notice of me!” |clever legal gentleman—he was fright- 
wailed the nurse. “I beg of you, | fully kind to Connie. Then I'll get 
poprere aga no on ian ng * that room for Donald. And then— 3 
yif nervy myse sometimes. » If th’m! Perhaps Querk will suggest ’ — = 
‘you say anything to matron I shall { something. I shall have to fy around. _ a 7 Vim THE INSURANCE 
be ruined—turned out as incompe- |Get breakfast in a teashop. gee by. WHY ALL THE PROPS, NOU NEVER Sip THERE'S A STRANGE /A\ ADIUSTER. ¢ 
tent. 0, I oughtn’t to have breathed! joye, there’s a first-class excuse for | AVERN? YOU'RE KIOT 4 “YELL WHEN THEY LL CAR DOWN THE T. | UNDERSTAND E\ ON MY FOOT ANDO 


\\ 


“A\ \\ 


” 


a word—I .ought never to let you | not messing about with crockery any IN) HANDY, Y NOW. j Va , WAVE BEEN TOTALLY 
guess from my manner.” more. I'll get all meals eteae weet] SUCH A CRIPPLE AS vente 'M EYPECTING ALLE “ 3 hij = bye ther te NSN LAID LP EVER 


“Guess what from your manner?” |-—-until somebody's in prison, even if THAT ARE NOU? COMPANY. " J= @ | | Ui SINCE. 


>> 


ru 


' 
“O’ Nurse Flecker covered her | itis only me.” Free 
face with her hands. “I—I happened Woefese she left the flat she went | =f (C= 
to be reading the paper while you'to the telephone with the object of | ang ee, 
were having your bath. He is im/arranging for Donald’s room. With | — “4 

trouble. ie i her hand on the receiver she checked | 
“What trouble?” the girl's voice } herself. 

‘Was toneless. 3 “Oh, po, you don't!” she said to 
“T can’t tell you.” the receiver as if it were a_ living 
“Then bring me the paper.” person. “You look as if bntter 
“No, no. Matron gave particular | wouldn't melt in your mouthpiece, 

orders that you were not to see the! but all the same there may be a de- 

paper—not on any account. No, lL | tective tapping you in the basement 
can't do that. You are asking me to/and you saying nothing about it. He's 
give up mv livelihood. I shall he a crafty, deceitful fellow. that ee 
thrown on the streets. No one would! Measuring my shoes in the ‘interyals 
ever employ me again if I were tol}of drinking my cocoa! And I dare- 
give you a paper against matron’s |say as soon as he got home he ae 


orders,”’ me on his file index of liars. Brute! 
Connie braced herself. Nothing that | There's nothing I hate more than 

had happened on that dreadful after- | deceit!” 

noon when she had seen Donald’s | (Copyright, 1927, for The Constitution.) 

father murder had subjected her to (Continued Tomorrow. ) 


such a nervous strain as this. She 
JIMMY JAMS 


“a a _— 


; | J ust N uts | EVERYTIME SISTER CALLS 


ME “DIMMY DEAR” | KNOW 
| SHE'S GONNA ASK ME os 
| | , HERE I GO, uP ||/ I'VE GOT MY LETTERS AND CREDENTIALS! \ || THE 
MY WIFE SENT kk FoR HER fT | Yo THE FLICKER FILM PLL WALK IN AND MAKE TRE SPEECH I'D BETTER JUST WALK E 2 | 
oe ecant A | TTT am + COMPANY TO COLLECT||| I REHEARSED AND-ER-WELL, I'LL JUST IN AND SAY NOTHING Fy icxe® : ; 3 | 
on OFF | gk oa : at MY $4500. AND SHOW ‘EM MY PAPERS FIRST AND — AND ~ GOSH, 1M ciLM : 

+ | ( Winnie Winkle, =| «# START WORKING AT NERYOUS '!! c0.. : co 
1 Pay } " ESN LTAIS. MOVIE. STAR | [EX Faz= oe oe See ; ey 
BUSINESS 1! | Bees | ) ONE {I CC FLICKER : 


|The Breadwinner.| a sy es aa - 2 . fs) Fits is Sieet 


LP. 
WEST 
BROS. 


} COMEDIES 
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“Take the Key and 
| Lock Her Out.” 
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Dev THe PUBLIC LEDEER-/72 
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|SALLYS SALLIES 
} Scot 


Aunt Het | pin 


TT 1 CORT HELE THINKING AQOUT UT BUT THE MACHT SROKE IN S$ BEFORE 1 WAS Picw BEEN DROWNED= IT COULDN'T 
LITTLE AND DREAMING ABOUT IT- OF Nero ort. & Cane 8 ee en ae ene — aes. WANE BEEN ANN OTHER WAN - 
COURSE WWE BEEN IN TIGHT STORM~ IT WAS PITCH DARK™ CARMICE- BOATS SELDOM GO XO AND SUL, \ DONT KNoW- 
ORPHAN PLACES BEFORE, AND THROUGH WE GOT ONE LIFE-BORT AWAN ~ WHOSE LITILE ISLANDS = IF THAT AND “To BE MARCONED 
& LOT, ALL OVER THE WORLD In MN WIFE WAS IN THAT SORT~ L\FE BORT GOT ASHORE To ANOHER! ||] FOREVER ON ONE OF THOSE 

MM ERRIN DANS= BUT To Lose THEN THE SEA BROKE OVER US || | IsLAnOD THES PEM BE THERE YET] || ISLANDS- THAT WOULD BE 
ANNI YOUR WAFE AMD NOUR CLOSEST AND VL. CONT REMEMBER MUCH BUT \T WOULD BE AAMOST ENEN WORSE- - 
E— FRIENDS LUKE THAT AND HoT WL V WOKE UP=— IT WAS WOPELESS To IRN “To FIND . 
KNOW WHET BECAME OF THEM} || || DRNLAGENT AMO 1 WAS ON THE XHEM=- AND IN HAY SEA SooR “DADD\™= 
NOT KNOWING! THAT'S THE BEACH OF A LITTLE WHERE'S HARDIN & CHANCE IN Dorey WORRM = VM 
WORST OF \T- \€ \ WAS UNINHASITED Se ASLAND = © | bd MILLION THEM GOT A HUNDRED SURE EVER THING WILL 

ONL | SURE — — - MARDS FROM THE MACHT - “sae, Rage ea é 
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“1 liked Amy’s voice better } |i), LE WAM Af 
yefore she had it trained. She : | ‘Memory. 
lidn’t open her mouth so wide y | 
hen, or act like she was suffer- 
Pieisibad 1927, for The Constifation.) | 


A short tale can go a long 
way, 


f ; 
> ; 
. jit cae 
: <eyt 
. 2 rs get MR hr eee *tiniegs 
F ‘ . . - & Oakes ik, Peg: th oy 
: r - ‘ " , ae © Ft eR Oe , pice Coie gant ea ot On egy et ee Ride te ch Ra x eh hile eae 7 2 
‘ : . eee pte od a 2 iene > : at! See ee |S : : (eee 8 ‘ . ag a Pep a, « he os * “5 SE RAR NL ae Pe eT MPs ag tie ee on OO aT ee Co ea ee Se sor ty ee sh 
* : , y * ; 4 Se ¢ ? : Peake eet aka oe Wye ag varies 4 ae ears Per ee a ee ee 3 Oe Sa : Sa <2, PO ae Pe a, eee Thi RA he ich Se a bee eR Sh ee gs 7? * 2 art 
; ; Sie ll Morea om Se oS Ba ; Oa: PS 3c, > Saale Ay eee ipa: et. 3 ly te AS eR a ER « oe QD rome ager ty A Ty pee om eee ed QMS {UN Toe Pe Se ee : Saks Peele Be pew, G 
- P ¢ - bs jee ee 4 .. , ee x x Fue es Ung Doar al 7 eat vie gee Sh Gt ee get er pe - es Ct» ie a," § pot Oi an! Ve + & Ma = ae . 4 ae ar a ¢ 
i y © : x 7 3 ‘ -. 2 . 42,28 Bs fy wf ‘Fe a < a ot 3 z ete, “Nit — ets ee < Pee ae ge f 4, hos $ ; 
A e ri Ba £ 4 “ a r, 5 tae as i wr ike a > = * s y 4 J fe "rT. 


: 


“ 
hae , + 
AEE ROC ee Oe 
vote ab) Se ee 


_LET’S GO, 
EVERYBODY '! 


eg 
YOU CAN WIN a 4. OO IN CASH 


Get a flying start---the stakes are worth trying hard for. You can’t pick up $500.00 in the street; 
but simply by being prompt someone is going to win the extra $500.00 First Prize in The Atlanta 
Constitution’s Airplane Puzzle Contest. You don’t have to be clever to be prompt. Don’t lose a min- 
ute! Perhaps yours will be the winning answer; and by wasting time you may be throwing away 
a perfectly good $500.00. ‘Can you afford to delay? If $500.00 means anything to you, get busy 
---NOW 


Here Is the ORIGINAL Airplane Contest---- 


The first prize is $3,000. You can win it. No one has a better opportunity than you. Get into the 
ORIGINAL AIRPLANE TREASURE HUNT.---and share the $7,500 CashTreasure. This contest is 
ALL NEW, and is different from any previous puzzle competition ever conducted in the South. Prize 
winners in former Atlanta Constitution Puzzles may not enter, so that all competitors will have had 
practically the same experience. No unfair advantage of any kind is possible. And there is an extra 
cash prize of $500 for promptness---the first bonus of its kind to be offered in Atlanta. 


This Contest Is Restricted To Legitimate Constitution Territory 


The Airplane Treasure Hunt is open to residents of Georgia and adjoining states only. The Atlanta Constitution deems it unfair to accept answers from 
contestants outside the limits of its own legitimate territory. The object of this contest is io promote interest in The Constitution as a newspaper. An- 
swers that come in from outside The Constitution’s own territory are from people who can have no interest in this paper apart from the money they want 
to win, and who are in most cases experienced, expert, and often professional, puzzle workers. Unfair competition has been eliminated, and every entrant 


has the same opportunity of sharing the Cash Treasure. 
Find the TWO AIRPLANES on this page that are exactly alike. Two and only two are identical. 
closer. How about the propellers? Some are black and some white, and there are other differences, too. 


fe LOOK at these BIG CASH PRIZES! 


First Prize - - - $3,000.00 46 Other Prizes Totaling 


Second Prize 1,000.00 4 .00 
7,500 


Third Prize 1,000.00 
And $500.00 FXTRA IN CASH If You Are Prompt 


v $751 500 ¢ 


IN PRIZES 
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HAVE YOUR MONEY 
IN TIME FOR CHRISTMAS 


This contest closes December 1. Prize win- 

ners will receive their’ awards before Christ- 
mas—in time for them to enjoy them to the 
full. There will be no endless chain of tie- 
breaking puzzles—when the contest closes, it 
will stav closed, once and for all. Winners 
will be selected strictly on the merits of their 
original. annswers and no one will be sub- 
jected to a series of munotonous -elimination 
tests. Once you have sent in your answer you 
have nothing more to bother your head about. 
Ent: r this contest now, and have your prize 
money in time for Christmas. 


To be sure, the 18 airplanes all look alike, but look 
Only TWO Airplanés are exact duplicates. Can 


Fourth Prize - -.- 500.00 


THE ATLANTA CONSTITUTION 


offers an opportunity at this tremendous fortune to every man, woman and child—Join in the fascinat- 
ing airplane Treasure Hunt— 


Share In $7,500°° Cash Prizes 


At first glance they all look alike; but upon closer examina- 
tion you will see that almost every one differs in some way from all the others. The difference may be in the stripes 
on the tail; while some have white radiators and others black. How about their propellers? They aren’t all alike, 
are they? And the stars on the* wings are arranged in different ways, too—a black with a white, two whites, or two 
black ones, and so on. 


Make sure you have found the TWO airplanes that are exact duplicates, then send in your dfiswer. 
who finds the right airplanes is going to win a lot of money. Make that “someone” be YOU! 


CASH FIRST PRIZE, $3,000. 
Extra First Prize for ecssras, $500.00 You Can Win | s%. 500.00 


Find the TWO airplanes that are exact duplicates. 


Mail Your Answer 
Promptly 
AIRPLANE PUZZLE COUPON 


Puzzle Manager, Room 46 


Someone 


Here you are, folks—the hig prize awards. The 
amounts you can win are shown in the the table below below. 


FIFTY GRAND PRIZES 


Ist Prize 
2nd Prize. 


20.00 


... $7,020.00 


EXTRA 
FIRST PRIZE 
FOR PROMPTNESS 

If you enter io this great contest immediately, and should 
*submit the winning answer, The Constitution will send you 
in addition to the First Prize ef £3.000.00—$500.00 extra 
fur being PROMPT, making $3,500.00 tp all. When you 
work for s prize don't be satisfied with any _ the big- 
gest one—which in this great contest is $3,500.00 


a 


a * 


Get Off To a Flying Start in This Greatest of All Puzzle 
Games by Mailing Your Answer Promptly to 


a 


iilisuiitzlib#iisttul 


Here’s another great array of Cash Prizes offered by 
The Atlanta Constitution. That’s what it is, folks—and 
you can be a winner. The prizes range from $1 to $35, 
and from $35 to $3,000.00, also an EXTRA’ FIRST 
PRIZE of $500.00 for Promptness. Yes, sir, YOU CAN 
WIN AS MUCH AS $3,500.00. 


Think of it! A First Prize of $3,500.00. In all, 
$7,500.00 in Cash Prizes may be won in this interesting 
puzzle contest. The contest closes December ist, and all 


. prizes will be awarded in time to reach the winners by 


Christmas day. There will be 50 winners and the First 


Easy 


Any man, woman, boy or girl living In Georgia or adjoining 
States, who is not ay employee of the Atlanta Constitution or a 
Poe of an employee's family, may submit an answer. 


—— you have made your selection of the TWO airplanes that 
are ekactly alike send in your answer. Study the pictures— 
Remember there are only two airplane pictures that are duplicates. 


When you have found them, write the numbers in the coupon 
opposite, fill in your name and complete address and mail at once 
to the Puzzle Manager, The Atlanta Constitution. Promptness will 
mean a lot to you in this puzzle game. 


Prize, the golden opportunity, is $3,000.00 plus $500.00, 
making a grand total of $3,500.00—IF YOU ACT 
QUICKLY. 


If there is a tie for any prize, the full amount of the 
prize will be paid to each person so tied. 


500 POINTS wins First Prize. We will give you 450 
points for finding the TWO airplanes that are exactly 
alike. Promptly upon receipt of your answer, we will 
send you particulars of a magic word game, in which, if 
successful, you earn the final 50 points to win a $3,500.00 
Cash Prize or one of the 49 other Cash Prizes. 


If there is a tie for any prize, the full amount of the prize will 
be paid to each person so tied. 

The whole family may cooperate in this competition, but only 
one prize will be awarded to any one household; nor will prizes 
be awarded to more than one of any group outside the family, 
where two or more have been working together. 

There will be three independent judges, having no connection 
with The Constitution, who will judge the answers submitted and 
award the prizes in this competition. Participants by sending in 
their answer agree to accept the decision of the judges as final 
and conclusive. 


Puzzle Manager, Room 46 


The Atlanta Constitution, Atlanta, Ga. 


Numbers Ee are the TWO airplanes 
that are exactly alike. If these are correct please give me 
450 points and tell me how to gain the final 50 points to 
win First Prize. : 
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Many Visitors Take Notes 
‘At Constitution Model Home 


Of the tens of thousands who have; can be incorporated in a residence 


visited The Constitution Model Home 
at Avondale Estates, it is remarkable 


how many have made notes, while in- | 
| Stone Mountain 
and the few hours necessary to a visit | 
to the home’ will well repay anyone. | 
Th» Constitution joins with all who! 


specting the ideal residence and its 
perfect furnishings, evidently for their 
own future guidance in home-making. 
according to the officials who have 
been in attendance 
home was opened to the public nearly 
three weeks ago. 

With an average «ttendance of 10.- 
000 for the three Sundays, and many 
more during the week, it is conserva- 
tively estimated that the total num- 
ber of visitors to the home — ow runs 


well over 40.000, yet there is no sign | 


in 
the 


interest 
come to 


of any slackening in 
the number who 
place. 


or 
see 


Built by Avondale Estates, under the | 


direct supervision of Hoke N. Smith, 
contractor, and Raymond C. Snow. 
architect, the home embodies every 
possible convenience and beauty which 


in the medium-priced class. 


| Avondale Estates may be quickly 


reached either by automobile or by the 
interurban car line 


daily since the, 


had part in building and furnishings 
of the model home in inviting all At- 
lantans, Georgians and visitors to in- 
‘spect it at their leisure. 


REV. MOOR TO SPEAK 


| AT MASONIC CLUB 


| The Rev. N. R. H. Moor will be 
| principal speaker at the weekly Junch- 
-eon of the Atlanta Masonic elub at 
/12:30 o'clock today at the Winecoff 
hotel. Ford Clark will furnish a 
| special attraction, “Breaking the Mo- 
|notony.” The musical program will 
'be rendered by Dr. and airs. T. G. 
Fowler. 


» 


GHEST EFFECIVE. 
IN WELFARE WORK 


Atlanta's social welfare work is ad- 
ministered more effectively and eco- 
nomically under the Community Chest 
plan than ever before that system 
was adopted, according to Horace 
Russell, president of the Family Wel- 
tare society, one of the chest agencies, 
in an address Tuesday before the 
Young Ladies’ auxiliary of St. Philips 
catheral. 

Mr. Russell spoke under, auspices 
of the speakers’ bureau of the chest 
campaign organization, which, under 
direction of E. Marvin Underwood. 
has undertaken to present the appeal 
and purpose of the Community Chest 
and its 35 associated agencies to rep- 
resentative Atlanta gatherings in in- 
terest of the forthcoming campaign 
for publie support of the chest, which 
opens October 21. 


“The most heartening view of the 
present Community Chest campaign, 


said Mr. Russel, “is tkat the chest 
fs supported by more than 30,000 peo- 
ple, where before only 5,000 people 


contributed to genera! charity, and 
the chest has secured for the helpless 
more than $100,000 a year more than 
has ever been secured for ‘their aid 
prior to the days of the chest, and 
that our charity work under the chest 
is being done in an orderly, effective 
and a much more helpful manner than 
before the chest plan.’ : 
“The things that make us glad to 


the joy of knowing that onjy the 
truly helpless of the commutrity and 
the needy will receive the money, and 
that little children will be fed who 
otherwise would be overlooked, under- 
nourished, and possibly die of starva 
tion. The sick. helpless and broken 
adults, and families of the community 
are being found and administered to 
with our money. It is fine to know 
that a better job is being done and 


that while it is not perfect, few are | 
thusiastie listeners to omit reference 


being overlooked and not reached, 
when five years ago many were be- 
ing overlooked and were starving. 
“Do not believe that because we 
have one campaign instead of thirty- 
odd, as formerly, each year, the suf- 


| 


‘their pale faces. would produce the 
ceive to eharity through the chest are | 


| year.” 


thousands of little children are de- 


pendent entirely upon our taking this 
matter to our hearts.and paying cash 
money-from our ketbooks. Many 
incurables and old persons and de 
linquents of every kind are here and 
must be cared for. Thousands of 
little children have been helped dur- 
ing the past year and failure by 21 
per cent to raise the chest’s funds last 
year caused many of them to suffer. 
lf 1 could stand a hundred of. these 
undernourished children before yon, 


chest fund in full for the enusing 


BOBBY JONES SPEAKS 
AT ROTARY LUNCHEON 


Bobby Jones, king of golf and most 
widely-known resident of Atlanta, de 
livered the principal talk at the regu- 
lar meting of the Atlanta Rotary club. 
Tuesday, in the Capital City club. The 
speaker was not permitted by his en- 


to his favorite pastime. 
Musical entertainment on the pro-| 


gram was furnished by a quartet from) 
the Emory Glee club. The meeting 


was presided over by President Robert 
I.. Foreman. 


ESTATE OF DEAN 
0 REMAIN TAC 


Valuable Atlanta downtown busi-— 
ness properties owned by the late H 
H. Dean, of Gainesville, prominent 
lawyer and capitalist, in all probabil- 
ity will remain intact and will be ad- 
ministered by his heirs, it is under- 
stood. 


Steps are expected to be taken 
within the next few days to admin- 
ister the valuable estate, estimated at 


‘others are expected to add to the total 


more than $1,000,000. The capitalist 
didnot leave a will and it is antici- | 
pated that the courts will not be asked | 
to take any action regarding admin- | 
istration of the estate, the business | 
affairs being handled by agreement | 
between the heirs. 


of his property to his five children | 
when they became of ige, so that a 


GEORGIA TECH HAS 
2,105 REGISTERED; 
NEW HIGH RECORD 


Surpassing all enrollment records 
in the history of the institution, Geor- 
gia Tech already has a total regis- 
tration of 2,105, it was learned from 
the registrar's’ office Tuesday. Still 


enrolment within the next few dayss 

Representing the various classes, | 
there are 73S freshmen, 455 sopho- | 
mores, 291 juniors and 277 seniors. | 
Of the different courses in the eur: | 
riculum that of engineer remains the | 
most popular, with a total of 790) 
students taking this work, ef which) 
330 are freshmen. Students registered | 
in the chool of commerce number 3564, | 
while there are 520 — cooperative. 
students, | 


large part of his estate has thus been | 
divided in the” form of settlements | 
upon his heirs, 


According fo the heirs, there will tof perjury growing out of 
be no change in the aspect of the Dean | 


estate, so far as all practical | 
properties will be held in their present 


status. 


pur-|;to a year 
Sr, Dean distributed a laree amount | poses are concerned. and the various! prison on June §&. 
‘serving as librarian at the 


PAROLE BOAR, 
CONSIDER CARR 
PLEA ON: THUR; 


The parole petition of Es 
New York theatrical proc 
Tuesday with those of more} 
other prisoners who becom 
for parole this month, may Pe 
sidered at a special. meeting| of the 
federal prison parole board of Thurs- 
day, it was learned Tuesday after- 
noon, 

Warden John W. Snock}said that 
a special meeting of the ard has 
been called for Thursday ta consider 
the October parole petitions] and that 
Carroll's petition probably [ will be 
considered along with the} rest of 
those filed this month. 


Carroll was convicted ~ a charge 

he famous 
“bath tub” party, and was sentenced 
and a day. He entered 
Carroll is now 
prison 


roll, 
filed 
n 125 
ligible 
con- 


“honor farm.” ; 
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You Can 


STERCHI’S EASY TERMS ON 
ANY PURCHASE YOU MAKE 


Enjoy 


—_— 


fering is not here. It is here. Many 


la 


The South’s Largest Furniture and Music Stores 


301 Edgewood Ave. 
East Point, Ga. 


This Specially Priced Merchandise Also On Sale at the Following Stores: 


Gainesville, Ga. 


Bainbridge (Ga. ) and Athens (Ga.) 
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SUITES 


100 to Sell at 
Sterchi’s Special 


Complete— 
Come in and 
Select yours now 


with 


A large and complete stock of 


Rugs, Floor Coverings, 
await you here at 
Sterchi’s low 

prices and 

Easy 

Terms 


ish! 
All 


A real 
fillers—popular brown fin- 


tress! 
for 
$1 CASH—50c WEEK 
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and Spring 


value! Steel bed 
continuous posts and 


Comfortable mat- 


Steel Bed, Mattress 


$2 2.50 


of New 


5 1 Cash 
Will 


Deliver 
a 
Phonograp 


Come in Today and o 
Select Yours. Plenty 


Records. 


Dining 
Room 
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A Big 
Sterchi 
Value 


Cotton Mops 


One special lot of cotton thread 


mops, special this 
we 
price of only ... 


2,000 Biankets 
in this sale 


50c 


Cash 
Will 


Deliver 


ek at the low 


29c | 
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One lot of 5-strand Brooms, a 
wonderful value 
—and you'll say 
so, too. Special at 


Be 
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- This Furnace 


in Black 
F inish 
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42 Beautiful Suites 
from which you may 


select at special 
prices. 


Istor | his Wee 


Values You Can’t 
Duplicate Anywhere--- 


« 
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Table Lamps, $3.95 Up 


Bridge Lamps, 


most 


29c 
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$1.95 to $14.95 


Floor Lamps, 
$3.95 to $29.95 
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Trio of Lovely Weddings iy Par eek 
Features Today's Calendar 


Society’s most cordial interest centers in a trio of lovely southern ; 
pelles who wilt plight their troths at flower-decked altars today. At- 
lanta’s exclusive circles wil! assemble in the name of Miss Eleanor 
O’Beirne, daughter of Mr. and Mrs. E. N. O’Beirne, who will become the ee . ' A ‘ | 


bride of Benjamin Charles Milner, the ceremony taking place at 8:30 
o'clock this evening at All Saints’ Episcopal church, followed by an in- 
formal reception at the O’Beirne home on Wesley road. 

Taking place at 8 o’clock this evening in the Church of the Holy | 
Comforter in lichmond, Va., will be another brilliant ceremony in which) 
Atlantans are deepiy interested and which will assemble a large and rep- 
resentative gathering of southern society. At this hour Miss Elizabeth 
Louise Brandon will wed John Howard Candler, Jr., son of Asa G., 
Candler, Jr., of Atlanta, this lovely bride-elect to become a notable addi- 
tion to the city’s social ranks | 

A quiet ceremony taking place in New York city today, which | 
attracts the interest and attention of a host of friends in the city, will 
be that uniting Miss Dorothy Hale, of Atlanta, and Frederick Link Sale, | 
of Portland, Maine, the marriage to be solemnized at high noon in the) 
Church of the Transfiguration and witnessed by a small group of in- | 


rou 


2n. Street, Costumes 


~ 


=U ? 


‘ 
| 
' 
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timate friends and members of the family connection. 
Brides-elect, recent brides and attractive visitors will divide honors 
at a series of informal luncheons, teas, dinners and supper parties which 


fill today*s~calendar. 
Mrs. Abercrombie 
Gives Breakfast Party. 


Mrs. Jim Abercrombie was hostess 
at a breakfast party Sunday morning 
at Stone Mountain. Breakfast was 


cooked camp style at the foot of the 
mountain before the climb. 
present were Misses Olivia Herren, 
Marie MeCalmon, Grace Ficken, Ma- 
ble Abercrombie, 
Katherine Ficken, Martha 
Steve Maurice 
Hugh 


Bomar, 
Skinner, 
Blair, 


Abercrombie, 
Abercrombie, 
Dorado, Ark.: Stewart 
Clearwater, Fla.: Johnny 
Gilbert Mobley and Mrs. Brunetta Me-| 
Calmon, Mrs. O. H. Herren. Mrs. G. 
". Ficken, Mr. and Mrs. Jim Aber- | 
crombie. 


informal dance Friday evening in| 
honer of her son, Maurice, who has 
heen in Knoxville, Tenn., for the past | 
three months, | 

The guests were Misses 
Sims, Marie MeCalmon, 


Virginia | 
Virginia | 


Those | 


Imogene Donehioo, | 
Herren, | 
Virginia Whitehead and Messrs. Joe} ding 
of El ()’ Beirne 
of | 
Craffin, | 


| elect. 
Mrs. Abercrombié entertained at an) cicter. 


i hem ling. 


O’Beirne-Milner 
Wedding Party 


: 


Is Entertained 


Honoring the O'Beirne-Milner wed- 
party, Mr. and Mrs. ' E. N. 
entertained the 
hearsal Tuesday evening with a buffet 
supper at their home on Wesley road. | 

Assisting Mrs. O’Bierne in enter- 
taining were: Mr. and Mrs. FE. §&. 
()Bierne, grandparents of the bride- 
and Miss Mimi ©'Biene, her 


after re- | 


Miss Eleanor O’Beirne was charm- 
ing in blue taffeta made with tight 
waist and bouffant skirt with uneven 
She wore a corsage of red 
roses and violets. | 


Mrs. E. N. 


Whitehead, Martha Herren, Katherine | yelyet fashioned with tight bodice and 
Ficken, Alivia Herren, Grace Ficken,| fy]] skirt. 


Imogene Donehoo, Mable Abercrombie, 
Messrs. Hugh Skinner, Joe Aber- 
crombie, 
mar, Lewis Moody. 
Maurice Abercrombie. Mr. and Mrs. | 
O. H. Herren, Mr. and Mrs. Lewis. 
Cottongim, Mrs. Brunetta MeCalmon, | 
Mr. and Mrs. Jim Abercrombie. 


Gilbert 


Saturday M atinee 
Is Announced. 


‘ ‘ 
Horace Cantrell, Steve Bo-/| velvet. 


Mobley, | 


“We're in the Navy Now,” with 
Raymond Hatton and Wallace Beery, | 
the feature for the junior Saturday | 
matinee, is full of thrills and hilarious | 
moments that will delight both grown- | 
ups and children. “Voices Across the | 
Sea,” an edueational and interesting 
film furnished by the Southern Bell 
Telephone company, will be an added | 
attraction. James Kennedy, a young 
versatile musician, will be heard on 
the French harmonica. Mr. Kennedy, 


is a piano pupil of the Jemmie Tutt! 


Musie school through whose courtesy 
he will appear. 

Interest is running high in the at-| 
tendance contest, with Kirkwood, Mrs. | 
Paul Thrower and Mrs. Tom Parks, | 
chairmen, was the winning school last 
week, with an attendance of 85. Sev- 
eral schools came in groups of 15 
and 20. Mrs. H. G. Parks. matinee! 
chairman; Mrs. Moreton’ Rollstone. | 
prologue chairman, and Mrs. J. G. 
Courtney, chaperon -chairman. — will 
he assisted by the tov and Girl 
Seouts, and members of the P.-T. A. 
division, 


McLendon W. C. rT. U. 
Meets Thursday. 


The McLendon W. C. T. TU. meets 
Thursday afternoon at 3. o'clock in 
Trinity ehurch. Mrs. A. H. Parne!] 
will preside. Mrs. W. H. Anchors will | 
present a program on ‘Fairs and Ex- 


hibits.” 


Randolph-M acon 
Club Meets. 


, chorus 


The Randolph-Macon club was en- 
tertained Saturday’ afternoon by 
Misses Mary and Elizabeth Barnett 
at their home on Piedmont avenue. 

This was a special called meeting 
in honor of Miss Mary Stokes, gen- 
eral alumnae secretary, who was in 
the city attending the meeting of the 
American Alumni council. Miss Stokes 
gave a talk about the college and the 
changes that have taken place on the 


campus and among the faculty this | 


year. She stated that the endowment 
had already reached a million dol- 
lars, and that if those who had al- 
ready made pledges would pay up in 
fnll before February 1, 1928, that 
the college would receive a propor- 
tionate 50 per cent increase from the 
general educational board. 

Mrs. Ben Hall, Jr., who is chair- 
man of the program committee, an- 
nounced that various phases of inter- 


} 
} 


| 
| 


Mrs. EF. S. O’Beirne was lovely in a 
straight-line model of black satin and} 


Qut-of-town guests were Mesdames | 
Sam Milner, Willis Milner, of Ashe- | 
ville, N. C.: H. B. Edwards, of New 
Orleans, and Joseph Kennedy, of New | 
Orleans, 


Popular Vote Committee 


Is Announced. 


Mrs. FE. W. More, chairman of the’! 
committee in charge of the popular 
vote at the High Museum of Aft, an- 
nounces, the following hostesses for! 
the present week: Monday, Mrs. 8. | 


Y. Tupper, Mrs. Marvin Underwood; | 


‘Tuesday, Mrs, F. E. 
Gordon Burnett; 


de Golian, Mrs. 
Wednesday, Mrs. 


(harles Goodman; Thursday, Mrs. H. | | 


(;. Hastings and Mrs. Edgar Neely; , 
kriday, Mrs. Stephen Burnett and 
Mes. Herbert Choate; Saturday, Mis. . 
Don Carlos DuBois and Mrs. Frank 
Lowenstein, 


Medical Auxiliary ) 
Holds Cooking School. | 


The Woman's Auxiliary to the Ful- | 
ton County Medical society tolay holds | 
the third day of the cooking school be- | 
ing held throughout the week at the | 
Academy of Medicine from 10 to 12 
o clock, 


| 
Queen Esther O. E. S. | 


Sponsors Costume Musical. 


Thursday evening, October 20, at | 
the Wesley Memorial church, Queen | 
Ksther chapter, Order of the Eeastern | 
Star, will sponsor a costume musical, 


O'Reirne wore black | ! 


featuring the Philharmonie club under | 


the direction of F. W. Campbell, voice 


teacher, who has had the club in train- | 


past several months. The 
numbers will be rendered by 
thirty voices selected to produce the 
most artistic and finished result of 
group singing. 


the 


Ing 


Eight star solo num- 


bers In costume will add variety and | 


interest to the program. 
will go to the Queen Esther chapter. 
Tickets may be secured or admission 
may be paid at the door, 


Miss Ann Richman 


Is Honor Guest. 


The proceeds | 


Mrs. Saul Glazer and Mrs. Louis | 


Rosenberg entertained Saturday 
ernoon honoring Miss Ann Richman. a 


bride-elect, with a theater party at the .. 


with tea at the 
were laid for the 
Miss Mollie Baum. 
Miss Rose Swedlin, Miss Freda _ Isa- 
coff, Miss Rosa Lee Boorstein. Mrs. 
Saul Cohen. Miss Bloomy 


Georgia, followed 
Daffodil, Covers 
following guests. 


aft- | 


Pfeffer, | 


Miss Helen Sims, Miss Celia Bergman, | 


Miss Anotta Berman and Miss Mary 
Iiyman, 


——-— —» 


Miss Esther Stitch 


ior decorating would be studied this! Js Honored at Luncheon. 


year, beginning with period furniture 
and certain subjects of practical use. 

At the conclusion of the program a 
social half-hour was enjoved, 


For Cheer and 
Comfort After 
A Trying Day 


When everybody at the office has 
been particularly annoying—when 
that important deal ; 
through—when you had to work 
after hours to finish up—when the 


| 


| 
| 


failed to go to attend, 


Mr. and Mrs. Harold Hogan enter~' 


tained at a bridge Juncheon Tuesday | 
afternoon at the Avondale elub. honor- | 
ing Miss Esther Stitch. of New York | 
city, the guest of Mrs. Arnold Leavitt. | 


Twenty-eight friends of the hostess 


were present on this occasion, 
Pryor Street Pre-School 
Circle Meeting. 


The pre-school circle of 
Street school will meet Thursday, Oc- 
tober 13, at 8 o'clock in the school 
auuditorium., All mothers are urged 


Pan-H ellenic Council 


crowd on the trip going home was | To Give Luncheon. 


even more rude and jostling than 
usual—when you feel that if you 
don’t get there soon you'll scream— 

Then— 

Smiling faces of welcome—vyour 
own favorite deep-cushioned chair 
—dinner ready—with a steaming 
cup of deliciously blended RIDG- 
WAYS TEA to take away the snarls 
from your mind, to cheer and 
soothe and refresh you, to bring 
you instant comfort and:« invigora- 
tion, to put you in just the right 
frame of mind for an evening of 
carefree fun and enjoyment. 

RIDGWAYS—deliciously fragrant 
and perfectly blended tea can do 
that for you.- Just you try it! On 
your way home this very day, stop 
at the corner grocer and get any 
one of Ridgways three delicious 
blends. You'll be delighted with the 


| 
| 


i 


result—and so will the folks at| 


home. 
“The First Thing You Think of’’— 
Ridgways Teas ; 

THREE perfect blends to meet all 
demands: 

RIDGWAYS “Her Majesty’s Blend” 
—originally blended for the spe- 
cial and private use of Queen Vic- 
toria of Great Britain. 

RIDGWAYS “Gold Label” 100% 
Genuine Orange Pekoe Tea—The 
connoisseurs favorite—a blend 
of the world’s finest flowery 
Orange Pekoe teas. 


RIDGWAYS “Orange Label” Tea— 
a fine, mild India-Ceylon tea—the | 


most popular blend in the United) in the 


| States (advad 


A luncheon will be given by 
Atlanta Pan-Hellenie council at 1 
o clock Friday October 14, at the Bilt- 
more hotel ballroom, 

The Pan-Hellenie, 
cently been reorganized in 
owes its new begining 


Atlanta, | 


Prvor 


the } 


which has re- | 


to Mesdames ' 


John ‘Turner, Evan Wood, E. H. Cone |! 


and Warren Humphrey. 

At the initial meeting held last 
spring the Pan-Hellenic was yoted to) 
be only a social organization got- | 
erned by an executive committee of 
five. Mrs. Fleming Law was elected | 
chairman of this committee and Miss '| 
Mary Jimmie Pattillo, Miss Marvy 
Steadwell, Mrs. John Winningham 
and Mrs, William Disbro her co- 
workers. Reservations may he made’ 
by calling Mrs. Law at Hemlock 
1364-J, 


Miss Mary Price To Wed 
Harold Harris, of Atlanta. 


The marriage of Miss Mary Elder | 
Price, popular bride-elect, and Harold | 
Harris. of Atlanta, takes place Sat- | 
urday evening at 8 o'clock at the Cen- | 
tenary Methodist Episcopal church, 
south, in Chattanooga, Tenn. The; 

ey. L. L. Evans, assisted by Dr.) 
T. S. McCallie, will officiate. 

The wedding reception will be given 
at the home of Mr. and Mrs. Arthur 
Lee Harris on Creston circle, East 
Ridg, Saturday evening. Guests will 
include only the members of the wed- 
ding party, relatives and out-of-town 
guests, 

Mrs. Clarence Green and Mrs. Ray- 
mond White, of Atlanta, left Monday 
to be the guests of Mr. and Mrs. 
A. I.. Harris and be present at the 
wedding. 


T. L. Hollingsworth, who will serve 
wedding party, will go Thurs- | 


Mr. Harris and his yond 
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Breaking the erstwhile 
fetters of severity and 
restraint the Fall cos- 
tume pour le boulevard 
steps forth A new 
aura encircles it...a 
harmonious blending of 
femininity and magnif- 
icent picturesqueness. 
Losing none of the 
former distinctions... 
gaining in originality, 
variety —a_ rhythmic, 
flowing gracé of line. 


Gloves 


—In the delightfully popu- 
lar slip-on style... witha 
true Parisian touch in the 
snake skin band! Of ex- 
quisitely soft kid in nude 
that beautifully blends with 


smart fall costumes. Priced $5. 
—RICH'S, STREET FLOUR 


“The Parisian 
Manner” 


—is moulding the hat to the 
head! Herein lies that inex- 
pressible magic we know as 
smart uniqueness! Choose your 
materials, have them cut, shaped, 
tucked, trimmed to complement 


your own personality! 


MILLINERY FRENCH SALON 
+RICH’S, THIRD FLOOR 


Shoulder 
Jabot-- 


lithely 


—sways 


LY 


from 


Ce, 
fk 


avi 


ey 


Cais 
POI a ee ten 


$39.50 


18 
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—casts 


ing moderner. 


WAIANAE 


—— 


sf 


and a 
vet, $2.50. 


~* 


the 


boat-shaped collar—distinct- 
ly feminine with its lace, its 


georgette 
frills. In delicate 
nude, $3.50. 


—RICH'S, STREET 


Black Antelope 


—with black kid trimmings! 
What a lovely bag this creates 
for charming street costumes! 
In the new pouch shape, sure- 
ly, with a back strap of kid. 
Two distinct pockets beautiful- 
ly lined and fitted. $9.95. 


—RICH'§, STREET FLOOR 


and pleated 
French 


FLOOR 


Veau Mortne 


—fashions shoes for dainty 
French... and American feet! 
Richly black, sleek, shiny! 
Shoes whose sophistication lies 
in smart simplicity of line and 
luxury of material! Delicately 
edged with gold. 


THE SHOF PEP T 
—RICH'S, STREET FLOOR 


From Cheney Looms 


Mirro Frost Satin Faille 


—Combining the gleaming satin surface of 
Mirrokrepe with the soft faille texture of Frost- 
krepe—Mirro Frost is a fabric entirely new! 
Used in the Allonge effects... as the frocks 
sketched above. $7.95. 


—RICH’S, SECOND FLOOR 


Mother 
of Pearl-- 


its opalescent 
over the shoulder of the dash- 
flower 
sketched has a yellow center 
leaf of 


~—RICH'S, 


The sleek suppleness of 
black satin and _ the 
swagger nonchalance 
of jersey (also black) 
band together inter- 
estinzly in this frock. 
Slim, %ne-piece style 
with soft suede belt and 
buckle of — brriliants. 
Priced $39.50. 


Dignified sophistication 
lavs the cornerstone for 
a smart ‘‘trotteur’’ of 
black satin and jersey. 
Patou neckline, tying 
in a bow. Novel asym- 
metrical treatment. 
Crystal flower. at 
shoulder. Priced $39.50. 


THE METDITM PRICE SHOP 
—RICH'S, THIRD FLOOR 


a 
Touched ~\ 
with Color-- 


—are the newest kerchiefs 
Paris has sent us. Edged in 
green or blue or lavender 
corner showing an appliqued 
motif. $1.25. 


—RICH’S, STREET FLOOR 


Pointed Fox 


—is the rage in all exclusive 
circles! For street, for tea, 
for dinner, for theatre! — 
Pointed Fox Scarfs complete 
with chic, with charm, with in- 
imitable grace ... the cos- 


tumes everyone admires! 
—KICH'S, THIRD FLOOR 


sheen 


vel- 


STREET FLOOR 


Still Charming 


—after six thousand years— 
the. snake still retains an 
exotic fascination. Its new- 
est form is gold mesh with 
eyes of green or*red stones. 
The necklet is $7.95 and the 


bracelet $6. 
-~RICH'S, STREET FLOOR 
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-*® Mrs. Anne Rates Walsh will be 


ee hostess at a luncheon party today at 


© 1 o'clock at the Druid Hills Golf 


r ! 
- a $ 
a TS 
5 ‘Was a 
: ; 


the occasion to honor Mrs. 
s K. Glenn, whose marriage 
recent event, and Miss Catb- 
: vane Candler, a popular bride-elect of 
Ovember. Mrs. Lansing Shield. of 
Wew York; and Mrs. John R. West- 
brook and Mrs. Hugh K. Berkeley, of 
Riverside, Cal., will be special guests 
,of honor. Mrs. Walsh will be assist- 
ed in receiving by her mother, Mrs. 
Blizabeth Winship Bates, and her 
aunt, Mrs. Ernest Woodruff. The 
guests will include Miss 


(‘andler’s | 


Robert F. Maddox, 
man, Mrs. W. H. Glenn, Mrs. Howard 
Candler, Mrs. J. K. Ottley, Mrs. L. 


G. Hardman, 
Mrs. Albert Howell, Jr.. Mrs. W. C. 
Jarnigan, 
Mrs. Guy Woolford, Mrs. Price Gil- 
bert, Mrs. John M. Slaton, Mrs. R. K. 
Rambo, Mrs. 

Plato Durham, 
Mrs. 
Jennings, 
Mrs. Henry Heinz, Mrs. Fred Shaefer, | 
Mrs. 

Niller, 
(‘ator 


Mrs. Frank In- 


Mrs. Charles Sciple, 


Mrs. Eugene V. Haynes, 


R. Prescott, Mrs. 
Mrs. Lee Ashcraft, 
C. Warren, Mrs. Julius’ 
Mrs. Stacy Ernest Hill, 


Ww. 


: 
. 


William 
Mrs. ° 
Van | 


Frank Freeman, Mrs. 
Mrs. Kiatte Armstrong, 
Woolford, Mrs. E. K. 


< bridesmaids, who are Miss Louise Winkle. Mrs. W. B. Price-Smith, Mrs. 


Candler, Miss Jeannette 
Runa Erwin, Miss Ruth 
Mre. Green Warren and Mrs. 
Vann. 


Bb. 


jailev,. Miss | Willie Martin Hurt, Mrs. J. J. Good- | 
Osborne, |\rum, Mrs. M. G. Moody, Mrs. Harri- 
kK, ison 
Other guests invited are Mrs. ' Mrs. 


ag 
Wilmer Moore and 


Jones, Mrs. 
Winship Nunnally. 


Tite 


SOCIAL ITEMS 


Mrs. M. O. Syms has returned from 
a three months’ absence from Atlan- 
ta, visiting her daughter, Mrs. A. M. 
“Steele, in Cincinnati, and Mrs. John 
T. Beddingfield. She is at home for 
the winter with her daughter, Mrs. 
R. F. Mullinix, on Peachtree street. 
, TT 

Miss Louise Bryson has returned 
‘to her home in Spartanburg, %&. C.. 
after a visit to Mrs. W. C. Drup- 
mond on Thirteenth street. 
eke 


_ Mr. and Mrs. J. H. Roberts have 
taken possession of their new apart- 
ment on Briarcliffe place for the win- 
ter. 

e**% 


Howard Wiese and Maurice Aber- 


crombie have returned to Atlanta aft- | 


er spending three months in Knoxville, 
Tenn. 
ees 


Mr. and Mrs. J. J). Clarke, of Tam- 
pa, Fla.. announce the birth of a son 
October in Tampa. Mrs. Clarke 
was formerly Miss Caro Sharp, of 
Atlanta. 


i J 
e?, 


eee 
After a visit to their parents, Mr. 
and Mrs. L. B. Sullivan. of Decatur, 
Mr. and Mrs. C. J. Purtee left Mon- 
day for Charlotte, N. C. 
ase 


Mr. 
in New 
through 
western 


and: Mrs. Charles Haden are 
York after a motor trip 
the Shenandoah Valley and 


Marvland. KHefore returning 


to Atlanta, Mr. and Mrs. Haden will | 


visit Atlantfe City. 


PILL-TAKER 
. FREED FROM 
HIS HABIT 


'ALL-BRAN brought nat- 
ural relief from chronic 
constipation 


; 


f 
} 


Miss Mary C. Barlow, of Wilmington, 
a. 
‘more hotel Tuesday afternoon. 


; 


Constipation is almost a univer- 


sal curse-—father of more than 
forty diseases. Yet there is real 
,assurance in Mr. Ladue’s letter: 
“After sixteen years of taking pills, i‘ 
‘eured me. If the millions of people that 
suffer from constipation only knew what 
Kellogg’s ALL-BRAN would do, some of 
_the pill-makers would go out of business. 
Every doctor should recommend it. 1 tel 
all that I know so that they can get the joy 
-out of life I am getting since 1 started on 
Kellogg's ALL-BRAN 3 months ago.” 
. Mr. JULIAN Lapug 
Burlington, Vt. 


Va.. who is a student at Agnes Scott 


returned 
Europe, and are at the Georgian Ter- 
race. 


have returned from New York, where 
they spent a month, following a two 
months’ tour of Europe. 

2S 


O. 
a trip to Tate Springs, Tenn. 
ses 


the guest, of her sister, 
Newcomb. on Peachtree street. 
| ee 


ley, ix spending this week at the Geor- 


: 
cian 


were honor guests 
civen 


r 


left 
turned to the city and opened their 
apartment at 696 Veachtree street. 


spent Tuesday in Atlanta as the guest 
of Mrs. Robert Pegram at the Biltmore 
apartments. | 


Charles Vhinizy, of Augusta, who ac- 
companied 
president of the C. & W. C. 
to Atlanta in his private car for the 
Lindbergh 
gusta today. 
were guests of the Atlanta Biltmore 
hetel. 
was a member of the party, will re- 
imain 
parents, 


Wright. 


Aut 
N. 


Mr. and Mrs. Louis Wellihouse have 
from an extended tour of 


see 


Mr. and Mrs. Harry L. English 


Mrs. William Riley.Boyd and Mrs. 
(C,. Newcomb have returned from 


Mrs. Fain Fox, of Mississippi, is 
Mrs. O. C. 


Mrs. F. M. Brannan, of Fort: Val- | 


Terrace, 
“26 
Dr. and Mrs. W. M. Monerief. Jr., 
at the tea-dance 
Saturday afternoon by the 
Theta Kappa Psi fraternity. 
*** 


Mr. and Mrs, F. M. Kaufman, who | 
Atlanta last February, have re- 


*** 
Mrs. B. T. Simmons, of Charleston, 


wwe 


Mrs. L.. KE. Bain, of, New York, | 


who has been the guest of Mrs. J. L. 
Dickey 
home today. 


for the past week, returns 


*** 


Mr. and Mrs. Hugh Vage and 


Anderson, vice 
railroad, 


oo 


celebration, return to Au- 
While in Atlanta they 
Mrs. Charles Phinizy, who 
her 
A. 


Atlanta with 
and Mrs. W. 


week in 
General 


a 


*“k* 
Mrs. Charles S. Bryant and Miss 
1a Catherine Bryant, of Asheville, 
(.: Miss Celeste D. Grentieu and 
arrived at the Atlanta Bilt- 
iae 


Miss Laura Brown, of Staunton. 


eollege, spent Tuesday in Atlanta with 
‘Miss Henrietta Chalenor. 
* 


' ~ > . . . 
‘Gammon, of Rome, are attractive visi 
tors at the 


Hollow cheeks, pimples, listless- | 


‘ness are some of the gon wen ar 
‘Don’t riskgit another day. Kellogg’s 
.ALL-BRAN is guaranteed to re- 


‘lieve constipation. Two tablespoon- | 


been 
Mrs. Mary I. Brooks, has returned to 
her home in Birmingham, Ala. 

see 


' 


‘fuls daily—in chronic cases, with | 


next week 

where 

|brother and sister, Mr. and Mrs. How- 

ard B. Cook, who have just returned 

‘from an 18 months’ stay in Europe.) 
see 


Miss Juliet Graves and Miss Isabel | 


Atlanta Biltmore. 
s** 


Mrs. Edward A. 
for 
she will 


Werner will leave | 
Charlottesville, Va., | 
he the guest of her | 


Miss Elizabeth 
the guest of 


who has 
grandmother, 


Brooks, 
her 


Mr. and Mrs. Morris Gershon. who 


{tober 17, 


! musie 


| ELlouston, 


i Ish To Honor Mrs. Glenn |Dorsch-Eddens 
nd Miss:Candler at Luncheon; 


Engagement Is 


Of Wide Interest) 


Of cordial interest to a wide circle 

of friends throughout the state is the 
announcenient made today of the en- 
gagement of Miss Nell Frances 
Dorsch to Victor Hubert Edens, Jr. 
The marriage will be a social event of 
interest, taking place Monday, 
at St. Anthony’s church 
West End. 
Miss Dorsch is the attractive young 
daughter oi Mr. and Mrs. N. C. 
Dorsch, who make the announcement 
of the engagement. 

The groom-elect is the son of Mr. 
and Mrs. Victor Hubert Edens, of 
Atlanta. 


Halloween Ball 
To Be Given At 
Fort October 28 


The Halloween ball, which is held 
annually at Fort McPherson, will be 
given Friday evening, October 28, at 
the Officers’ Bridge club, according 
to a recent announcement. This bril- 
liant event, which will assemble the 
entire personnel of the fort, gives 
promise of being one of ‘the most 
picturesque and delightful affairs of 
the season. More than 120 guests 
will be present, including officers of 
the fort and their wives. 

Corn stalks, Witches’ heads, pump- 
kins and the customary regalia that 
adds the atmosphere of mystery to 
the Halloween affair will be used 
throughout the attractive club, form- 
ing a fitting setting for this unique 
entertainment. Nothing will be omitted 
that could add to theecharm of what 
will probably be a most elaborate 
affair and one which will be partici- 
pated in by every resident at the fort. 

Among the many affairs of which 
this will be the inspiration, is the 
buffet supper to be given preceding 
the ball at the Officers’ club, by Ma- 
jor and Mrs. Nelsoy Myll, Captain 
and Mrs. Maxwell Keeler, and Captain 
and Mrs. Cyrus Chandler. Appropri- 


in 


’ 
* . 


‘ate decorations haye been planned for 


this 
entire 


West End Civic Club 


To Present Musicale. ., 


Members of the West End Civie 
club will sponsor an elaborate musi- 
cal program to be presented by the 
Griffith School of Music” Saturday 
evening, October 15, at 8S o’clock in 
the J. C. Harris school 
Lucile avenue, Mrs, M. 
chairman of ithe 
nounced Tuesday. 


Mrs. Hugh Trotti 


To Entertain. 


Mrs. Hugh Trotti will entertain at 
bridge Wednesday evening at her home 
on Wilton drive, Decatur. 

Those invited are: Mr. and Mrs. R. 
C, Henderson, Mr. and Mrs. J. A. 
Campbell, Mr. and Mrs. Frank Kno- 
ner, Mr. and Mrs. E. B. Sutton, Mr. 
and Mrs. Roy Jones, Mr. and Mrs. 
Alfred Branch, Jr., Mr. and Mrs. 
Robert Ramspeck, Mr. and Mrs. 
George Wood, Mr. and Mrs. A. H. 
Wilson, Mr. and Mrs. W. F. Haygood, 
Rogers Haygood and Hugh Trotti. 


affair, which will assemble the 
personnel of the fort. 


auditorium, 
Herzberg, | 


| 
| 
| 


club, an- 


Typographical Auxiliary 
To Gwe Benefit Bridge. - 


The Woman's auxiliary No.1 to At- 
lanta Typographical union will spon- 
sor a benefit bridge October 19 on the 
Ansley roof. Reservations can be 
made by calling Mrs, John M. Maul- 
din, Dearborn 1486. or Mrs. Mina 
West 3337-W. 


Mrs. James Buchanan 


Is Luncheon Hostess. 


Mrs. James B. Buchanan 
ess at luncheon ‘Tuesday at the Hotel 


was host- 


| 


| 
| 


‘ 


DAILY CALENDAR 
OF SOCIAL EVENTS 


The marriage of Miss Eleanor O’Beirne and Benjamin Charles Milner 
will take place at 8:30 o’clock at All Saints’ Episcopal church, followed 
by an informal reception at the home of the bride’s parents on Wesley 


road. 


The marriage of Miss Elizabeth 


to John Howard Candler will be solemnized at 8 o’clock this evening in 
the Church of the Holy Comforter in Richmond, Va. 


The marriage of Miss Dorothy Hale to Frederick Link Sale, of Port- 
land, Maine, will be solemnized at high noon at the Little Church Around 


the Corner in New York. 


a ee 


Mrs. Anne Bates Walsh will entertain at a luncheon party at the 


Druid Hills Golf club in compliment 
acquisition to Atlanta society, and 
bride-elect. 


Miss Janice Tumlin, bride-elect, 
tea at which Mrs. E. D. Durham will entertain. 


Mrs. J. Davis Camp will be hostess at tea at 3:30 o’clock at her 
home on Atlanta avenue, Decatur, for Miss Marilu Bostwick. 


Misses Margaret Pyburn and Martha Elizabeth Williams will be joint 
hostesses at a bridge-tea in compliment to Miss Anne Shirley Wolcott. 


Mrs. William Stockton Nelms will be hostess at a tea in compli- 
ment to Mrs. Malcolm Howard Dewey, recent bride. 


eee ee 


Debutante dinner-dance at the Atlanta Biltmore. 


ee 


Miss Frances Bake will entertain 
Wolcott and Guy Hall Amason. 


Mrs. Z. A. Snipes will entertain at luncheon at 1 o’clock at her 
home on St. Charles place for Miss Marilu Bostwick, bride-elect. 


_ Mrs. Frank Stevens entertains 
Marilu Bostwick. 


Debutante dance at the Atlanta Biltmore hotel. 


Concert-dinner at the Ansley rathskeller. 


Miss Ann Ridley entertains the members of the Pi Pi club of Wash- 
ington seminary this afternoon at Druid Hiils Golf club. 


‘Mrs. J. N. Harper will entertain informall at luncheon at the Pied- 


mont Driving club. 


Mrs. J. J. Kalmon, of Rotterdam, Holland, the guest of her mother, 
Mrs. M. Irvin, and he: sister, Mrs. Blanche Elrod, will be honor guest 


at the small luncheon jo be given by Mrs. R. B. Barnett, 


Mrs. Carter Helm Jones will be hostess at dinner at 6:15 o’clock 


at the Seconu Baptist church. 


Members of the Kle club will spend the day today with Mrs. G. E. 
Cooper, president, 221 Fourteenth street, N. E. 


Concert-luncheon in the ballroom of the Piedmont Driving club at 


1 o'clock. 


Miss Ruth Womeldsdorf entertains at luncheon, honoring Miss Mary 


Munford Peeples, bride-elect. 


The Pi Epsilon sorority of Woodberry Hall entertains with a script 


dance at Garber hall this evening. 


The Knights of Columbus will observe Columbus day with a dimer 


and dance at the Arsley hotel. 


The Pi Kappa Phi fraternity of Oglethorpe university will keep 
“open house” this evening at the chapter house on Peachtree road. 


The auditorium and swimming pool committee of Atlanta Woman's 
club announces a benefit luncheon at 10 o'clock in the banquet hall of 
| the clubhouse, to be foliowed by bridge, beginning at 2:30 o'clock. | 


Louise Brandon, of Richmond, Va., 


to Mrs. Thomas K. Glenn, a recent 
Miss Catherine Candler, a popular 


will be honor guest at the bridge- | 


in compliment to Miss Anne Shirley 


at a bridge-supper, honoring Miss 


Mrs. Samuel Heidner will entertain at a luncheon at the Atlanta | 


Woman’s club at 1 o'clock. 


WOMENS 


MEETINGS 


The Reviewers 


The Needlecraft circle meets at 
Clifton road, N. E., at 3 o'clock. 


Atlanta Business and Professional Women’s club meets at the Wine- 


coff hotel at 6 e’clock. 


club meets at 3:30 o’clock with Mrs. De Los Hill. 


the home of Mrs. R. J. Suber, 462 


danger may 


DAILY CALENDAR OF | 


Hahershard D. A. R.] 


Sponsors Drawing 
Room Recital 


a 


The Joseph Habersham chapter, D. 
A. R., will sponsor a drawing room 
recital at the chapter house Wednes- 
day, October 19, at 3:30 o’elock. Mrs. 
Fred J. White will read “The Cur- 
tain,”” the prize play of the Des 
Moines Little Theater contest, writ- 


Yten by Hallie F. Flanagan. 


A group consisting of three num- 
bers by A. Milne, author -of “Mr. 
Pim Passes,” will be recited. Mrs. 
White spent the last six months in 
post-graduate work at Rice school, 
Marthas Vineyard-Leland Powers tech- 
nique—where she has been refreshing 
her repertoire and reviewing many 
reading numbers and one-act plays. 


‘Mrs. Peter F. Clarke, who will play 


three numbers on the harp, -is an 

accomplished musician and a member 

of the Joseph Habershan chapter, 
R 


aae . 


The patronesses for the recital are 
Mrs. Irving Thomas, Mrs. J. C. Gen- 
try, Mrs. John A. Perdue, Mrs. O. 
F. Kauffman, Mrs. B. C. Ward, Mrs. 
W. D. White, Mrs. F. E. Brownell. 
Mrs. C. J. Sheehan, Mrs. J. W. Row- 
lett, Mrs. H. C. Schlessenger, Mrs. J. 
E. Miller, Mrs. George Niles, Mrs. 
C. H. Ashford, Mrs. Julien Jones, Mrs. 
C. D. Tebo, Mrs. A. R. Colcord, Mrs. 
J. J. Simpson, Miss Helen Prescott, 
Mrs. L. T. Quimby, Mrs. Lucien 
Harris, Mrs. A. L. Milligan, 


Other Affairs. 


Mrs. W. A. Brierley entertained at 
a bridge-luncheon Tuesday, October 
11, at the Joseph Habersham chapter 
house. The favors were small silver 
airplanes, “The Spirit of St. Louis,’ 
while the top score won Colonel Lind 
bergh’s own book. “We.” The guests 
were Mrs. J. C. Zimmerman, Mrs. W. 
M. Gertman, Mrs. John C. Sage. Mrs. 
A. C. Whitehead and Mrs. C. A. 
Yeomans. 

Mrs. George Lewis Berry will en- 
tertain at a bridge-luncheon at 7 
o clock Tuesday, October 25, at Hab- 
ersham hall. 


Mrs. Byron chairman of 
interior decorations of the Joseph 
Habersham chapter, D. A. R., an- 
nounces the opening of another class 
Monday, October 17, at 10 o'clock 
in the chapter heuse. The price of the 
course, including seven lessons, 1s 
$1. Any informatién can be obtained 
by phoning Mrs. Kistner at Hemlock 
2512-W. 

On Monday, October 17, at 10 
o'clock in the Habersham hall of the 
D. A. R.. a class in reducing will be 
opened. This will be 35 for a course 
of six weeks. Those desiring to enter 
this class should register at once. In- 
formation concerning this class can 
be secured through Mrs. Kistner. 
Hemlock 2312-W. 


Kistner. 


| U.S. Commerce 


Chamber Gives 


Tips on Fires 


= 


Not everyone has the unfortunate 
experience of being trapped in a burn- 
ing building or having his clothes ig- 
nited. Yet, nevertheless, there is al- 
ways the possibility that this grave 
arise. Every citizen 
should knew what to do to protect 
himself in case of fire. In 
tion with Fire Prevention week now 
being observed throughout the nation, 
the Chamber of Commerce of the 
United States has issued 
ing practical suggestions on the sub- 
ject: 

“Whenever you go into a_ large 
building or auditorium or take a 
room in a hotel you should become ac- 
quainted with the location of the fire 
exits as soon as possible. Since many 
lives are lost due to ignorance of 
proper methods of getting out of a 
building quickly, it is advisahle that 
everyone be prepared with the infor- 
mation in advance. 

“If you happen to be in such a 


connec- | 


the follow- 


a tie 
— 
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The Air Waves. 
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| FEATURE PROGRAMS 


ON AIR WEDNESDAY 


6:30 P. M—WGES, Chicago, 
Jewish hour. WEAF, New York, 
opera, “Iolanthe,” to chain. 

i} _ ¢:30 P. M.—WMCA, New York, 
fights from Ebbett’s field. 

8:00 P. M—WJZ. New York. 
1} Maxwell hour, . “The Beggars 
‘| Opera,” to chain. WLS. Chicago, 
‘| All State hour, “Alabama.” 
8:30 =P. M.—KTHS. 


: Hot 
Springs, Spanish Serenade, WRVA, 
| Richmond, Memories of the Opera. 
9:00 P. M.—WEAF, New York. 
| Silvertown orchestra to chain. 
9:50 P. M—WGN, Chicago, Al- 
| lan McQuhae, tenor. 


WSB PROGRAMS 
FOR WEDNESDAY 


10 :00 A. M.—Homemakers’ chat, 
weather and market news from the 
Sears-Roebuck tower. 

14:30 A. M.—Public 
the air. 


11:30 A. M.—Special farm pro- 


gram from the Sears-Roebuck 
tower. 


Noon—Dinnerbell R. F. D. elub 
program from the Sears-Roebuck 
tower. 

1:00 P. M.—Radio farm service 
from the Georgia State College of 
Agriculture, Athens, Ga. 

1:30 P. M.—Columbia 
graph program. 

~:30 P. M.—Dailvy market broad- 
cast: Cotton, live stock, provision 
Summary, weather forecast. ete.. 
from the Sears-Roebuck tower, 

6:15 P. M.—Health message hy 
the Georgia State Board of Health. 

(:00 P. M.—"Betty’s Butler,” a 
one-act play presented by the Sears- 
Roebuck Agricultural Foundation. 

8:00 P. M.—Maxwell House con- 
cert, NBC feature over the national 
network. 

9:00 P. M. 
NBC 
work, 

10:45 P. M.—Apollo Musie elnb. 


school of 


Phono- 


Goodrich program, 
feature over the national net- 


| Boys: 
| Hot 


| OSU.4) 
| (1040-288.3) 
| WEAF 
rollers 

| Chicago, 


| (MW-OSS.4) 


(11()-272.6) 
| orchestra. 
dance 
-CNRW 
| theater orchestra and artists. 


1 OO 8) 
| WAAM 


, (1240-242) Chicago, radio show. 
in 


| stage 


|} nati, 


| (70-300) 
| WIM 


PROGRAMS TONIGHT. 
6:30—K YW (H70-5L26) Chicago, 
hotel music. KDKA (950-315.6) 
concert. WEAF (610-492) New 
opera, ‘‘lolanthe,”’ to WJAR. 
WCAE, KSD WGN § (980-205.9) 
Drake ensemble: Old Almanack. 
(72-416) Chicago, Davis orchestra. 
(810-345) Chieago, sports; Sherman's orches- 
tra, WLW (700-428.3) Cincinnati, farm 
talk: Gibson concert. Woo 
Philadelphia, Woo trio. WPG (1100-272.6) 
Atlantic City, Casino dance musie. WWJ 
(800-374.8) Detroit, musical program. 
7:00—KFAB (970-309) Lincoln. good will 
program). WBRM (700-389.4) Chicago, string 
trio: Edwards’ orchestra. WCFL (H20- 
483.6) Chicago, news: talk. WERBH ¢e2o- 
365.6). Chicago, Edgewater Beach orchestra. 
WDWM =$ (830-361.2) Asbury Park, 
musicale. WHT (720-416) Chicago. 
organ. WJZ (600-454) New York. 
to KYW, KDKA, WEIS (870-345) Chicago, 
scrap book, Sherman's orchestra. WLW 
(400-428.3) Cincinnati, Land O’Danece musie 
) WLIB (980-305.9) Chicago. Drake ensemble: 
| Blackstone quintet. 
cago, Northwestern university 
. WORD (1090-275) Batavia, program: Unele 
| Dan. WOR (710-422.8) Newark. musicale. 
|; WRVA (1180-254) Richmond, sports review: 
{Sunshine program. WSM (880-340.1) Nash- 
, ville, bedtime story: orchestra, WSEA (1140- 
| 268) Norfolk, musicale. 
WBAL (1050-285.5) Baltimore. en- 
semble recital. ’ * (610-492) New York. 
: WCAE, WRC, 
. WGY, WGR, 
woc, WDAF. 
Senate theater. 
Clearwater, open house 
WHAS® (650-461.3) Louisville, con 
cert. WHO (560-535.4) Des Moines. The 
Serenaders. WJZ-(600-454) New York, Syl 
Vania Foresters to WBZ, WRBZA. KUKA. 
KY W. WHAM (1080-278) Rochester, stu- 
dio. program. WLS (870-345) Chicago, Ori- 
ental Male «quartet. 
S:00--KFAB 70-309) 
entertainers. WEAF 
| Ipana Troubadors to WLIB, WCCO, WCAE. 
wVGR, WRC, WWJ. KSD. WGY. WEEI 
WJIJD (820-4365.6) Mooseheart. Mooseheart 
‘children. WENR (1010-283.3) Chicago, vocal 
| and trio. WHT (720-416) Chicago. musical 
program. WHAM (1080-278) Rochester, ai 
theater WLS (870-345) Chicago, trip 
‘‘Alabama."’ WIZ (H00-454) New ' 


Congress 
Pittsburch, 
York, 
WLIT, 
Chicago, 

WIBO 


sports: 


Lineoln, orchestra 
(610-499) New York. 


i trio, 


light | os 
WRC, 
WLS | 


| WAM) 
(T0058 2) | 


studio | 


musicale | 


WMAQ (670-447.5) Chi- | 
lecture, | 


WGHP, WMAQ, KMOX, WOWO, KOIL. 
WORD (1090-275) Batavia, musiéal program, 
WOC ($00-374.8) Davenport, soprano; read- 
er. Wos (640 469) Jefferson City, concert 
band. WPG (1100-272.6) Atlantic City, Tray- 
more Concert orchestra. WRVA_ (1180-254) 
Richmond, “Industrial Richmend.”"*” WSUI 
(710-422.3) Towa City, musical program. 
WSAI (830-361.2) Cincinnati, studio pro- 
stam. WSEA (1140-269) Norfolk, bour of 


music, 

8:30—KITHS  (780-384.4) Hot Springs, 
Spanish serenade. KOA (920-325.9) Denver, 
Tiny Town Tales. WEAF (610-492) New 
| York, Silvertown orchestra to WEEI, WJIAR, 
| WAG, WGR, WSCH, WCAE, KSD, WEN, 
WSAL, WTAM, WWJ, WCCO, WOC, WSM, 
WMC, WSR, WLIT, WDAPF. WDWM 
| (830-361 -) Asbury Park, studio program. 
WGY ¢790-379.5) Schenectady, mandoliers 
to WHAM. WHO (580-535.4) Des Moines, 
| Whistler qnartet. WHAS (650-461.3) Lonis- 
| Ville, studio concert. WJJD (820-365.8) 
, Mooseheart, Tivoli theater. WLRBF (1430- 
| 210) Kansas City, classical. WPG (1100. 
| 242.6) Atiantie City, Columbus day thoughts, 
WRVA (1180-254) Richmond, opera mem- 
| Ories. 

0:00-—K YW (570-525) Chicago, studio con- 
cert. WEBH (S820-265.6) Chicago, song re- 
cital; orchestra. WHT (720-416) Chicago, 
lLour Hour league. WIZ (660-454) New 
York, musicale. WJR (680-441) Detroit, 
Ford avd Glenn: Personality Girls. WLS 
(5710-345) Chicago, choral music. WLw 
(700-428.3) Cincinnati, instrumental 
| tenor, WORD (1090-275) Batavia, 
| Singers; Bible lecture. WSEA 
Norfolk, Suffolk studio recital. 
(1180-254) Richmond. Happy Pals 


choral 
(1140-263) 
WRVA 
orches- 


(tra. WPG (1100-272.6) Atlantie- City, Royal 
| Palace 


Artists. WTMJ (1020-294) Mil- 
waukee, Wisconsin communities program. 
§:30--KFAB (970-309) Lincoln, Harmony 
_ varied program. KTHS (780-384.4) 
Springs, specialties. KFUQO (550-545) 
Louis, address; music. WBBM (770- 
Chicago, Harding theater. WENR 
Chicago, request program. 
(610-492) New York, Campus car- 
to red network. WGN  § (¥S80-305.9) 
Allen MeQuhae, tenor. WJZ (600- 
York, Astor Roof orchestra. WHO 
Des Moines, saxophone sextet. 
(S70-345) Chicace, organist. WPG 
Atlantic City, Casino Dance 
WSM (S80-340.7) Nashville. stn- 
program. WWJ (S800-374.8) Detroit, 
music, b 
10:00—CFCA 


St. 


474) New 


WLS 


(lio 


(840-347) 
(740-405."7) 


Teronto, organ. 
Winnipeg, Metropeltitan 
KMON (1000- 
dance music (3 hours). 
Newark, Four ‘Towers 
(610-402) New York, Ha- 
to WRO. KFI (640-408) 
courtesyv program. WOES 
WON (H80- 
Chicago, tomerrow's Tribune; Sam 
Henry, WHN (760-394.5) New York. 
organ, WIBO (720-416) Chicago, Shéridan 
show. WLW” (700-428.3) Cincinnati. 
organ, WMAK (550-545) Buffalo, dance 
music. WMAQ (670-447.5) Chicago, Stevens 
Hote? orchestra, WOR (710-43) Newark. 
dance orchestra, WSAI (S830-361.2) Cinein- 
Hauer’s orchestra. WYTAM (750-390.8) 
Cleveland, dance music (1 hour). WRNY 
New York, Bernie's orchestra. 
(1020-294) Milwaukee, Silver String 
WTAS (1000-275) Chicago, orchestra; 
entertainers (3 hours). 
10:30—-KYW = (570-526) 
edrnival. WBBM 
program: 


St. Lonis, 
(S60-348.6) 
WEAF 
orchestra 
Angeles, 


orebestra. 
yan's 


l.os 


305.0) 


Chicago. Concress 
(770089. 4) Chis ago, popr- 
Hawaiian trie. WLS (870- 
Chicago, Hodge Podge. WHIN (¢760- 
New York, Silver Slipper orchestra. 
(1020-294) Milwaukee, dance music. 
KJIKR (S60-348.6) Seattle, concert 
KFI (840-468) Los Angeles, ** Re- 
* to KGO, KGW. KPO. KNX 
Hollywood, feature ° program. 
(1350-225.4) Minneapolis,  frelie. 
(1240-242) Chicage, bungalow pro- 
|}¢gram. WJJD (820-365.6). Mooscheart, popn- 
lar program: Victorian’s orchestra. WHN 
| (760-304.5) New York, Frivolity Club 
| chestra. WIBQ (720-416) Chicago. Davis 
(onmehestra: entertainers WIBT (770-388.4) 
| Chiengo, Edward’s orchestra. WLS (S76- 
| 849) Chicago, popular program: dance music. 
| WLIB (980-305.9) Chieage, The Hoodiums. 
WSEA (1140-263) Norfolk. Night club dance 
mesic, 
11:30—WCFL (620.483.8383 Chicago. Chez 
| Pierre orchestra: entertainers. WGES (1240. 
242) Chicago, Golden Pumpkin = orchestra, 
1T:45-—-WDAF (810-370.2) Kansas City, 
Nighthawk frolic. 
12:00—CNRE (580-517) 
music CNRV (1030-201) 
Night Caps. KJIR /4S60-348.6) Seattle, Vie 
Myers’ orchestra. KFIL (640-468) Los An- 
geles, tenor. KJO (710-422.) San Franciseo, 
State's erchestra., Kt; (¢(780-8384.4) Oak- 
‘land, Paul Nutting orchestra. WEBH (S820- 
360.6) Chicago, informal revue. WQJ (70- 
147.5) Chicago, popular program (2 hours). 
1:00— KNX (890-337) Hollywood, Arnheim's 
orchestra. 


'2 STATE DEPARTMENTS 
REMAIN OPEN TUESDAY 


orchestra. 
told Tales, 
(800-337) 


WGES 


mr. 


Edmonton, dance 
Vancouver, the 


| Two departments at the eapitol 
were open ‘Tuesday, althongh the 
building officially was closed for the 
‘day for the reception to Colonel 
‘Charles A. Lindbergh. The court of 
appeals and the state publie service 
'commission had fixed dockets and 
/were compelled to hear cases sched- 
iuled. Several cases were argued be- 
‘fore the court of appeals, while the 


place when a fire occurs, keep from | maxwell! hour WBZ, WRZA, 
getting excited and use your best ef-'KYW, WBT, WBAL. WIR. WSM. 
forts to prevent excitement among | WTMJ, _WLW,, WJAX, WHAS, 
those near you. If in crowd, do not | Wor on WhAn WNaC. Pa wee 
try to run or push your way through.|weavu, was.’ WADc. 
It has always been found that a; ——————~— panieninniaion 

building can be emptied much more 

quickly if the occupants leave it in 
an orderly manner. Frequently fires i ape ORR aR ROE DORON Ra RRR: ITIL A nO at hate ae 
have brought disaster, not ‘rom the Re eiiesacascacacibagatsatsscaden ete BS SO POR ge SO Oe Oa ee eee 


Candler, Decatur, honoring the state 
and local officers of the LaGrange 
| College alumnae | 
The guests were Mesdames Warren 
Candler, R. L. Brannen, 8S. P. Dobbs, 
James Ridley, Thomas ©  pbell, A. aS 
G. Maxwell, ‘Thomas Akridge, Mary The Oakhurst P.-T. A. meets at the school auditorium at 2:30 
L. Cox, Estes McConnell, John Carg) 9’ clock. 
michael and Miss Evelyn Whitaker. - ‘ 


<4. | public service commission heard testi- 
. | mony relative to proposed changes in 
gh the schedules of several trains on the 
K.| Southern railway and Central of 


W A. Bass Junior High School P.-T. A. meets at 3 o'clock in the 
Clapp gymnasium at the school. 


jave been the guests of their uncle 
jand aunt, Mr. and Mrs. H. B, Bubman, 
;at the Fullerton Plaza hotel in Chi- 
cago for the past four weeks, have re- 
turned to Atlanta. 


‘every meal. 


* Delicious with milk or cream— 
‘and add fruits or honey. Use in 
cooking. Comes ready to eat. Sold 
‘and served everywhere. Made by +e 
Kellogg in Battle Creek. Recipes ' _ Mrs. J. H. Davis, of Macon. and E. | 
.On package. iG. Higgison. of Monticello. Fla.. who | 
have been the guests of Mrs. Wade 
H. Davis, have returned home. 


Emory P.-T. A. meets at 3 o'clock in the community house. 


P.-T. A. meets in the school audi- 
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-ALL-BRAN 


| Let Us Finish 
Your Kodak Films 


if you want good, clear, sharp film 
developing and bright, glossy prints 
send or bring sour Kodak finishing 
to us. We give quick, careful serv 
ice and worg that is in by 9) A M 
is finished by 5 P M_= same day 
line ot films is complete and we spe 
cialize in Kodak enlarging 
order finishing. Address,mail orders 
to Desk F. 


UUNN'S 


Broad at Walton §t 
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| Marshall George, R. C. Henderson, T.| 


a | 
Se 


* Are of Wide Interest. 


White Skin 
The masculine 

smooth white skin. I 

‘everyone adore the creamy loveliness 01 

your skin—have an ideal complexion— 

‘a gorgeous lovely skin—quick‘ For a 

‘marvelous new formula has been per- 

fected which gently clears your we A ——eied 
freckles, n - 

ng na gy rarer overnight you 

will of a crys 

AS 

used by 


Make Seagre ight. 
mh come of this 


Jc-ro*s’ Pharmacy Co. 


nd ae «trent stores. 
poe.’ Five Drug Stores, J. 


pees ee 4 e 
~ * (44 Steves). Cones 
=” prt=h Co, 


Peacock 
ich Creme 
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| Mrs. Clandia Bass Morris as the fea-| day sales conference at the Athletic | 


(dunt | 
cooperated 


and mail | 


— | Mrs. J. W. Dobbins 


| 
| 
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masculine eye is quick to note a | 1389-J : 
Now you can make | 0236, and Mrs. F. H. Jackson, West 


' 
i 


; 
; 
’ 


‘| Dorothy 


' 


, Ahern, 


To Honor Hotel Men. 


at the Atlanta Woman's club wil] be 


_In the entertainment will be Mrs. M. 


Woman’s C lub Tea 


The regular Friday afternoon tea 


sponsored by the house committe with 
Mrs. T. G. Delph, chairman. Assisting 


L.. Thrower, Mrs. Charles Goodman. 
Mrs. R. S. Reed, Mrs. J. A. Carlisle. 
Mrs. A. Hf. Hazzard, Mrs. KE. V. Car- 
ter, Mrs. T. J. Ripley. Mrs. John Hor- 
nady and Mrs. W. B. VPrice-Smith. —! 

A program has been prepared with 


ture soloist. 

The hotel and club men who have 
with the club in its va- 
rious activities will be the guests of 
honor. Among those who will be 
present are W. E. Richardson, Hol-! 
land Judkins, W. C. Royer, L. 0. | 
Moseley, Cecil Cannon, H. F. Zobel, ; 
K. A. Dickleman, Carling 
William Moody, W. P. Timmie. J. A 
Cox, Pat Oberlin. Morton 8. Baskin. | 
Henry Albert and J. F. deJarnette. | 


} 


To Entertain at Bridge. 


Mrs. J. W. Dobbins will entertain ; 
at bridge Wednesday afternoon 
her home on Clairmont avenue in De- 
catur, ' 

The guests will be Mesdames A. K. | 
Adams, Boyd Sutton, Ed ‘Terrell, 
gess, Homer Howard, Leon Weekes 
(. Trippe, Leon O'Neal. Ed Ripley, ! 
Jr.. Hugh Flake. Roy Jones, Holland 
Fagan and Bruce Hall. 


West End Club Notes 


| 

The fall activities begin this week 
at the West End Woman's elub with 
a benefit bridge Thursday afternoon | 
at 2 o clock. Mrs. Jeff Wright, second | 
vice president, will sponsor this af-| 
fair and is being assisted by a large 
committee. Luncheon will be served. 
lieservations may be made by call-! 
ing Miss FElizabeth Young, West} 
Mrs. R. L. Riley, West 


_ 


1061, 

The style show Friday evening from | 
8 to 10 oclock will be an outstand- 
ing event, featuring many attrative | 
West End girls in up-to-date 


len company. The demure styles of 
the last century will be shown by 
young ladies wearing wedding and 
“second day” dresses of long ago. Mu- 
sic, both instrumental and vocal, and 
dancing by well-known child artists 
will add to the success of the evening. 
Among those taking part are Misses 


' “uss 


Dinkler, , 


oe 


cos- ‘ 


tumes. furnished by the J. P. Al-| 


Thelma Harbin. Sara Harbin. Agnes 
Pitts, Evelyn Stallings, Margie Stiil. 
region, ‘aia Spier. Doro- 
Andrews, Nell Watsen. Frances 
Geraldine Smith: 


thy 


| Wood and Misses Elise Hall. Jacqne- 


lin Gullatt ¢nd Mildred Barnes, dan- 
ee are also on the program, 


i 


Charles | 


TRAVELERS INSURANCE 
AGENCY MEET ENDS 


and representatives of The 
Insurance company, The 
‘Travelers Indemnity company and The 
‘Travelers Fire Insurance company, of 
the Atlanta office,. concluded a two- 


Agents 
‘Travelers 


club with a luncheon at noon Monday. 
The group then adjourned to a down- 
town office building where an entire 
floor had been reserved for them so 
that they might witness the Lindbergh 
parade from the windows. 
The conference was in progress 
onday and Tuesday, and covered dis- 
ions on all the multiple lines writ- 
ten by the companies. Representatives 
from the home. office at Hartford, 
Conn., who attended and spoke in- 
cluded ID. J. Bloxham, supervisor of 
field service and former assistant 
superintendent of agencies, life, acci- 
dent and group departments: Jobn H. 
Exzlof and J. F. Murtaugh, also of the 
field service department, and W. E. 
Boyd, Jr., supervisor of agency field 
service for the fire insurance com- 
pany. Local agents also joined in 
the discussions. 

The field service department was 


M 


uary, with the object of better service 
to the agents and, through them, to 
their policvholders. E. 8S. Huntley is 
manager of the Atlanta branch office 
in life. accident and group insurance ; 
Leon C. Ruskell. manager of casualty 
lines and €C. G. Snow, manager in 
Georgia for The Truvelers Fire com- 
any. 


SAVANNAH-TO-BOSTON 
SERVICE INCREASED 


= 


Increased and improved service be- 
tween Savannah and Boston is an- 
nounced by the Ocean Steamship com- 
pany. Sailings to and from these 
perts will in future be three a week 
instead of twice weekly, as \ the 
past. Ships will leave Savannah on 
the new schedule on Mondays, Wed- 
nesdays and Saturdays instead of Sun- 
days and Wednesdays. On the re- 
turn voyage ships will ieave Boston 
for Savannah on Mondays, Wednes- 
days and Fridays. 

All ships on both trips will also 


{call at New York to receive and dis- 
‘charge freight and passengers and the 


increased service is expected to prove 
of extreme value to both travelers and 
shippers from the south. 


Club Organized. 


Warcross, Ga., October 11.-- (Spe- 
cial.) —Uptonville, in Charlton county, 
has organized x Young Folks Com- 
munity elnb. The officers are: Presi- 
dent. Arlienne Wright: vice president. 
Gertie Conner: secretary and treasur- 
er, Kline Gowen; reporter, Annie 
Gowen, : wae 


| 
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The Avondale Grammar School 
torium at 2:30 o’clock. 


Pre-school department of Atlanta P.-T. A. council meets in school 


room of M. Rich & Bros. 


Whitefocrd Avenue P.-T. A. meets today. 


——— 


Queen Esther chapter No. 262, 
Red Men’s wigwam at 7:30 o'clock. 


Ponce de Leon P.-T. A. meets at 


Decatur. 


| The Kile club “spend-the-day” 
Mrs. G. E. Cooper, 221 Fourteenth street. 


Washington seminary alumnae meet in the parlors of the seminary 


at 3 o'clock. 


The E. Rivers P.-T. A. meets in the school auditorium. 


The Glenwood Parent-Teacher association meets in the auditorium | 
of the school in De-atur at 3 o’clock. 


Shorter College club meets at 


Robert G. Stephens, 197 Fifteenth street, N. E. 


The second ward of the Atlanta League of Women Voters meets in 
(the Georgia Avenue school at 3 o’clock. 


The eighth ward of the Atlanta League of Women Voters meets at | sheets. 


O. E. S., meets in chapter room in 
3 o'clock in school auditorium in 


meets at home of the president, 


3:30 o'clock at the home of Mrs. 


league headquagters, 356 Candler annex, at 3 o’clock. 


The fourth ward of the Atlanta League of Women Voters meets in 
Ralph Gordy, Wiley Jones, Hugh Bur-| established by The Travelers last Jan- | league headquarters, 356 Candler annex, at 3 o'clock. 


The College Park Music club meets in the auditorium of the new | 
clubhouse of the College Park Woman’s club. 


James L. Key P.-T. A. meets today. 


oe ee 


The West End Woman’s club meets at 3 o'clock, followed by 


address on citizenship at 4 o'clock. 


The Civic Club of West End meets at 3 o'clock at the clubhouse on: scheduled 


Gordon street. 


an j 


, 


The Spring Street P.- T. A. meets at 3 o’clock this afternoon in the | 


school auditorium. 


Woman's Union Bibie club of 
10 o'clock. 


The Atlanta Music club meets at 10 o’clock in their executive of- 
on the second flowr of the Atlanta Woman’s club. 


fices 


i 


Wesley Memorial church meets at 


LEE CHAMBLEE, NEGRO, 
TO BE EXECUTED FRIDAY 


Governor L. G. Hardman Tuesday 
declined to commute a death sentence 
imposed on Lee Chamblee, Bartow 
county negro convicted of murder. 
and Chamblee will be electrocuted 
Friday at the state prison at Mil- 
ledgeville. Chamblee killed another 
negro in a fight which began over a 
dispute about a five-cent piece. The 
governor declined to interfere with 
the imposition of the death sentence. 
declaring he bad examined the record 
carefully and saw no reason why he 


sheuld commute the sentence. | iW 


KIWANIANS HEAR TALK 
ON CHINESE CONDITIONS 


R. S. Hammond, formerly with the 
Standard Oil company, in China, was | 
the principal speaker at the weekly | 
meeting of the Kiwanis club Tues lay, 
in the civie room of the Ansley hotel. | 
Mr. Hammond talked on “Interior: 
Conditions in China.” 

musical program consisting of 
Charlies Winn and members of the 
Blue Steele orchestra in vocal selec- 
tions, provided antertainment for the | 
occasion. The program was arranged 
by John Olden, — t Joho L. 


= \AY)D s 
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flames, but because of panic. 

“If your clothes catch on fire, never 
attempt to run. Your movement sim- 
ply fans the flames. The quickest 
and best method of extinguishing 


burning clothing is to roll the wearer 
in a rug or blanket, or any other 
heavy material. Care should be used 
to extinguish the flames around the} 
face and heail as soon as possible to) 
prevent the wearer from inhaling the 


' flames. 


“If you are unfortunate enough 


member that smoke and flames travel 
more quickly when there is a draft. 
It pays to think a moment of the re- 
sults before throwing open windows 
and doors. A door opened at the 
wrong moment may cause smoke to 
rush into the room, overcoming the 
occupants or making their escape im 
possible. When leaving a_ burning 
room close the decor. This will retard 
the spread of flames. 

“It is important to remember that 


be caught in a burning building, re- | 
| 


it is natural for smoke to rise. There 
is always, therefore, less smoke neas 
the floor: and in a burning room you 
will be safest if you keep your head 
as low as possible. The best method 
of leaving a room full of smoke is by 
crawling. 

“In case of emergency a rope oftcn 


can be quickly made out of the best | 


It is important to remember, 
however, to tear the sheets in strips 
before tying them. In this manner 
one or two sheets will produec a rope; 
of considerable length.” | 


CIVITANS POSTPONE 
MEETING TO FRIDAY: 


Members of the Civitan club have) 
postponed their weekly luncheon until! 
Friday, October 11, at which 
final arrangements for the annnal- 
state convention will be completed. 
A special musical program has been | 
for the weekly meeting, 
which starts at 12:50 oclock at the 
Atlanta Athletic club. The state con- 
vention will be at the Atlanta Bilt- 
more hotel on October 17 and 18. 


ee a 


an poeunibinnienainaaesiti : 
| BROTHER OF B. S. READ 


EXPIRES IN TENNESSEE 


eee - 


News of the death Tuesday morn- 
ing of Thomas B. Read, of Carthage. 
Tenn.. a brother of Ben S. Read. 
president of the Southern Bell Tele- 
phone company, has been received 
here. Funeral services will be held 
today in Carthage. 

‘In addition to his brother, Mr. Read 
is survived by his mother, his wife, 


ee 
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Smart Combinations in 
tan or 
brown 


Black Suede 


With Gunmetal 
Silk Kid Trim 


One of Americas 


four children and two other brothers. 


Sold In Atlanta By 


COCHRAN~RADIO 


Me 9 Anturn Ave : 
ii Telenbone WAlnut O97» 


great popular staples~ 
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HIGH LIGHTS OF 


Registered U. S. Patent Office. 


HISTORY 


‘A 


T ABOUT 2:30 P. M. (JULY 3, 1863), THE 
GREAT DUEL BETWEEN LEE’S AND MEADE’S 
ARTILLERY CEASED AND WORD WAS PASSED 
TO PICKETT’S WAITING TROOPS TO ASSAULT 
CEMETERY RIDGE. PICKETT’S SPLENDID FORCE, 
NEARLY 15,000 STRONG, STARTED TOWARD ITS 
GOAL AS STEADILY AS THOUGH ON PARADE. 
WAS THE MOST DRAMATIC EVENT OF THE WAR. 


© 1927, 46CLuRE WEWSPADEL2 SYNDICATE IgV 
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1% = CLUMP eBr TREES 
VSED BY PICKETT 
AS A MARCHING POINT. f 


Tilo THE FIRST QUARTER MILE, THE CON- 
FEDERATE ADVANCE WAS SHELTERED BY A 
SLOPE, BUT AS THE GRAY LINES, WAVE AFTER 
WAVE, SWEPT OVER THE TOP, THE FEDERAL 
BATTERIES ON THE RIDGE AND ROUND TOP RE- 
OPENED WITH DEADLY EFFECT. GREAT GAPS 
WERE TORN IN THE RANKS, BUT THE LINE DID 
NOT FALTER. 


IT 


Gettysburg—Pickett’s Charge. 
SSH \\\ yy oes ~ 


vik G me Die 


A S THE panravenians COLUMN DREW NEAR 
THE UNION LINES, GREAT MASSES OF FEDERAL 
INFANTRY, THAT HAD BEEN LYING DOWN BEHIND 
THE GUNS, NOW ROSE AND OPENED A DESTRUC- 
TIVE FIRE, WHILE HANCOCK HURLED RECI- 
MENTS UPON THE FLANKS OF THE ASSAILANTS. 
THROUGH THE SMOKE THE CHARGING CONFEDER- 
ATES STRUCK THE BLUE LINE. 


DEADLY PLAIN. 


ty 2 i. CARROLL MA wees 


LED BY aaa. A HUNDRED BROKE THROUGH 
AND PLANTED THE “STARS ANO BARS” OF THE 
CONFEDERACY UPON THE RIDCE. BUT NO HUMAN 
GALLANTRY COULD STAND AGAINST THE TERRIFIC 
FIRE THAT RAKED PICKETT’S BRAVE TROOPS. 
THE CONFEDERATE LINE WAVERED, BROKE, ANO 
THE SURVIVORS STREAMED BACK ACROSS THAT 


CONTINUED TOMORROW 


Broadway Lure 
Halts Meeting 
Of Movie Men 


— a ee 


October 11. —(P)—E 

to the movie 
‘renee charged today that 
fellow delegates, whose the aters com- 
pose the white ways of a hundred 
cities, have so fallen for the lure of 
Manhattan's great white way that they 
have no time left to attend the ses- 
sions, 


“I'm getting tired of the way things 


New York, 
hibitor deleg 
pract ice cont: 


ates< 


PLAYHOUSE 


ao 
ATLANTA’S BEAUTIFUL 


POP. MATINEE TODAY AT 2:30 
Tonight and All Week at 8:30 


|EGFELDS 


INTERNATIONAL MUSICAL COMEDY SUCCESS 


‘KID BOOTS. 


GREATEST SHOW THAT HAS 
BEEN SENT TO ATLANTA ISN 
YEARS. 

Company of 80. Special Orchestra 


Prices, Including Tax: 
$3.30, $2.75, $2.20, $1. ‘ $1.10, 

50c. Saturday Matinee, $2.75, $2.20. 

$1.65, $1.10, 50c. MATINEE TODAY, 


Nights, 


applause from 
that had come to the meeting ‘and half 
(a dozen 
disapproval. 


ithe 
| tors and producers—was ealled for 
.oclock to hear resolutions of the ex- 


pared, 


called to order the exhibitors had to 
‘ask an 
to 
‘ing that ‘they 
if necessary. 


$2.20, $1.65, $1.10, 75c, 50c. 

Seats now on sale at Box Office: also } 
at M. Rich & Bros., and at Phillips & 
Crew Piano Co. 


_ . NEXT MONDAY: 
ONE WEEK 


: *]__ 2:30 AFTER OPEN- 
Twice Daily 8:30 ING NIGHT 


° § ALE 
Mail Orders Now Snurspay 


FIRST AND ONLY SHOWINGS 
IN ATLANTA THIS OR 
NEXT YEAR 
THE GREAT ROAD SHOW 
UNIT WITH ITS 70-EOOT R. R. 
BAGGAGE CAR OF SPECIAL 
STAGE AND ELECTRICAL EF- 
FECTS. JUST AS PRESENTED 
AT THE GAIETY THEATRE, 

NEW YORK. 


CECIL B. De MILLE'S 


KING? 
KINGS 


Stary by deanie Macpherson 


COMPANY'S OWN TRAVELING 
SYMPHONY ORCHESTEA 


%5c. $1.10, %1.65 2 
MATINEES 00 756, $1.10 
INCLUDING TAX 
EVERY SEAT RESERV ED 


™ on = — _ — 


KEIGORGIA 
—_— Pick o the Pictures—— 
Rod La Rocque 
“The Fighting Eagle” 


with 


ee Se 


SS ES ee en et a es i ee cae : 


Phyllis Haver 


‘“TINDBERGH 
Flies Alone”’ 


of 


Staerv American's 


Ilere 


Pictured 
(,reat 


The 


——QOn -the Stage 
5—Big Time Keith Acts—S 
Featuring 


McKee & O'Connor Revue 


2ne-Bhe — Nights, 25c-H0c 


Mats., 


ITEFPUPOMRL POET HEEL PAT IFPG 197 HET TPP 


“spy TLR 


a 
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TTITIT SAT Lita 


(OT het ‘yw 


Welcomes 
Colonel 
Lindbergh 


and 
Presents 
Atlanta’s 
First 
Aviation 


Show 


RIALTO 


BERT LYTELL and 
DOROTHY DEVORE in 
“THE FIRST NIGHT” 


“HER HUSKY HERO’’ 
A Tuxedo Comedy 


CURE UC SERSUSCREU CS ESESE SS 5 EE 
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are going,” William Connors, Marion, | RHODE ISLAND’S G. O. P. 
‘BOSS 40 YEARS, DIES 


Ind., delegate, announced from the 
floor when today’s session was con- | 
vened with more than half the chairs 
empty. 

“This is no chowder party, and if 
the delegates who think it is keep on 
pollywogging around town the way 
they have been doing, we'll be here 
for the next month before we get our 
business done.” 

His statement caused 
the 


ee 


Pawtucket, R. I., October 11.— 
(United News.)—Isaac Gill, who for 
40 years was the republican “boss” 
of Rhode Island, died at his home 
here late today. He was S4. 

At the time of his death 
commissioner of public works 
city of Pawtucket, but even 
advanced he was still a 
political figure here. : 

He is survived bv his widow; 
and a daughter. 


Gill was 


a burst of 
scattered «minority at 


rose to add their age leading 


They pointed to the fact 
although a general meeting of | 


conference—exhibitors, distribu- | 
© | Major Isaac Gill, Jr., 


delegates 


that 


hibitors, no resolutions had been pre- 


One Way To Tell. 


You can always tell winter is here 
when your friends start sending you 
pictures of the big fish they caught in 
Florida. However, they are never as 
big as though caught on Wall street. 


When the general meeting was 


adjournment until 
prepare some resolutions, 
would work 


tomorrow | 
promis | 
all night | 


One of the Publix Theatres ‘ 


lhe most fascinating of all screen lovers 


RONALD COLMAN 


—and— 


VILMA BANKY 


COLLEGE WEEK 
Tonight Is 
“Emory Night” 


Featuring 
“Emory Quartette’’ 


—Publix Stage Show— 
“Iceland Frolics” 
A zippy igloo full of fun gaa 


AL SHORT j 


ms 


ATLANTAS 


aver TROPOLITAN 


Atlanta’s Exclusive Motion Victure Playhouse 


NOW PLAYING 
™ The Greatest College Story ky 


RICHARD ter “THE DROP 
BARTHELMESS KICK”’ 


Leide and the Metropolitan Orchestra 
‘‘Wise Men Prefer Brunettes'’—Metropolitan News and Views 
Thursday, Agnes Scott. Friday, 
Saturday, Alabama, 
M. ne 


Public’s 


Choice Pictures 


er Screened 


Hal Roach Comedy. 
Wednesday, Washington Seminary. 
Oglethorpe University. 


Matinees, 3he Fariy Shows Ti 1 P. Nights, _ cent . 


WeARARRBRBABRREBBBERBRBOROBRBSEBSS SS 


Continuous 
1 to 11 P. M. 


4: 30, 8, 10 P. » 


Hi All ThisWeek , GRAND~ .- 


On the Stage—3: 30, 6: 145, 9 P. M.On the Screen—2. 


Lester Lane \ovan 
& Company 


—the star 


of “Ben- 
“Youth and Personality” 


Hur’ in a 
8 A Marvelous 8 


Dancing Revue 
With Fight 
Pretty Girls — 

HARRY RUTH 

SAVOY & MANN : 
JESTER SAP 
| TED and AL WALDMAN | 
RLU- 0. L OGY 
SCOTT BROS. & VERNON 


GOOD TIME c CH. ARLIE 
LITTLE PEPIFAX & CO. 


FUN AT THE BEACH a Meg Goldiyn Mayet nerun.. 
=| NEXT WEEK | 
“WHAT PRICE GLORY” 


NIGHTS, 15c-30c-50c 


AFTS., 15c-25c 


MO ST INTERESTING Sy IN ATLANTA 


--the Critics A Sree-- 


“It looks as tho the management has collected a real 
stock company at the Forsyth. The Forsyth Players put 
the show over in first-class fashion to the huge enjoys 
ment of an appreciative audience. It was a distinct trib- 
ute to the genius of Ainsworth Arnold, stage director of 
the company. 


ED. H. BRADLEY, Journal. 


“The new Forsyth company has a cast that could not be 
bettered for permanent stock. Our advice is to see 
‘Loose Ankles. It will give you an early introduction: 
to a cast that will give many a brilliant play to local 
lovers of the drama, for they're here to stay.” 

—ELMO HAMBY, Constitution. 


“There wasn’t a man or woman in that audience who 
didnt leave the theatre proclaiming the Forsyth Players 
as now constituted, the strongest stock organization 
Atlanta has ever enjoyed. Certainly I have never seen a 
better first-nite production of stock in my life.” 
—FUZZY WOODRUFF, Georgian 


that it’s a good play, ably presented by 
a splendid cast. 


EVENINGS 8:20—50c, 75c, $1.10 
MATINEES—TUES., THURS., SAT. 
AT 2:30—35c, 50c. 


CHOICE SEATS 
FOR ALL 
PERFORMANCES 
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a 


for the | 
his | 
ited Berlin, 


» & SON, | ; 
conference between representatives 0) 


| 


ithe republican 
club had 


| 


the republican 


2 | the dinner both the American flag and, 
= | the 
| draped 


| ors 


:) tral, 


Tennessee Board 
Seeks Control 


01 “eee ~~ NEW RULES DANGER OF WAR 


| plicants for water power development 
| in Tennessee. hitherto exercised, 
asserted, 


| federal 
present their 


Ee Et a eta — 


' claims 


_—-— 


| in 


Berlin Hotels 
A gree to Peace 


In Flag War 


October 11.—(#)—The “fla. 
war,’ “which broke out when Mayor 
James J. Walker, of New York, 
has been amicably settled 
reached at 


Berlin. 
Vis- | 


The settlement was a | 


the German and Prussian government | 
and the Hotel Owners’ association, | 
whose members had refused to display | 
the republican colors. 

Henceforth on all public occasions | 
the hotels will display the black, red | 
and gold flag of the republie and. 
when necessary hoist foreign flags. 


The visit of Mayor Walker to Ber- | 
in August precipitated a dispute | 
between Burgomaster Boess and Ber- 
lin hotelkeepers who refused to fl) 
colors. The American 
arranged a banquet in hon 

or of the visiting mayor at the Kaiser- | 
hof hotel and the burgomaster an- | 
nounced his intention to remain away | 
from the function because that hotel 

and others consistently failed to fly | 
colors. 


~PENN STATE 


In the banqueting hall, however, at | 
Sfate will be captained this 


German republican flag were Penn 
Johnny Roepke, ot Jersey 


side by side in accordance | year by 
with international courtesy which re-' City, N. J., a three-sport star and an 
quires the display of the national col- especially capable football leader. 

of both countries. Burgomaster Roepke Saeaeaneed out Jast year in 
foess stuck to his decision to remain| the final game of the year after 
away from the function and Mayor] jn-and-out season. On the strength 
Walker announced that he was neu-} 9f his showing in the final contest, 
against Pitt, he was mentioned on 
several all-eastern teams and was re- 
warded by his teammates by election 
to the captaincy. 

Roepke is an all- around player and 
justly. deserves the “triple fi! ‘at’ 
title usually accorded backfield stars. 
He has played forward on the basket- 
bill team for two years and next 
| spring will be a regular member of | 


Nashville, Tenn., October 11. HANGE GRID 
Right of primary selection among af | 
it is 
by the federal water power 
commission, was claimed today by the! 
state railroad and public utilities com- | 
mission, 

Seven firms and four individuals | 
Whose applications for preliminary 
three-vear permits now are before the 

commission were ordered to| 

petitions to the state! ; 
board November 1 in order that neces-; Straight 
sity of the projects may he determined | pass have 
and certificates of “public necessity | Scores. 
and convenience” issued. 

The order recognizes that the fed- 


New York, October 1].—(4) —~Rased 
to date, the 1927 
little, if 
the east. 


forward 
parts 


on plaved 
changes in rules have had 
effect on football in 


football and the 
played large 


ga mes 


j any, 


‘appeared to be the bugaboo 


aver questions of navigation and regu- | £oal posts ten yards behind the goal 


i ricane 


strength in the line, 
_satile backfield—were very plain NSat- 
urday. 


| eleyen—Mercer 
ie 

_leg has in Captain Stamps one of the, 
| south’s best passers, 


again 


| Grid Captains | 


well as was expected, 


| respectively, 
the line worked much 
' the 


DEFECTS CROP 
UP AMONG 
MERCER BEARS 


{ 

| 
- (Spe 
to light 
result of 
sustaimmed 
rple Ilur- 


Macon, Ga.. October 11. 
"| Wo weakness s eane 
the Mercer machine as a 

~T-1L detent the Bea 
ar the hands of Furman’s Du 
last week, 


* 
‘ b2tie f 
rs 


| 
weaknesses—lack of | 
and lack of a ver- 


These two 


did not show up as 
although Cap- 
tnin Butts and Pierce, end and tackle, 
played well. On offense | 

better, but on 
not withstand | 


Mercer's line 


defense it could 


the thrust of Furman‘s powerful back- 


| field, 


| ing 


| prepare 


an} 


GAME LITTLE 


in 
martial law along the frontier and the 
closing of the province of Kustendil 
| border 
in | 


The point from touchdown has not | 
some | 


} 


| 
lation of commerce but otherwise pro- | line, and the percentage of dropkicks | 


“full and absolute power 


over establishment, develop-;Same as always. In only one game, 


control 
Harvard’ s defeat of Vermont, has the 


and | and placements seems to be about the | 


pressed the sincere regrets of Bulgaria 


eral board has ultimate supervision! critics feared it would be with the | obtain 


Although the Furman backs | 
fast, several line gaps | 
for neat gains. ¢ ‘oach | 
Moore this week is trying to impair! 
the defect, i 
In connection ¢ ‘oach NMIoore is work- | 
his men hard, and especially to! 
them for the aerial attack) 
the :’res.~terian College | 
s opponent Saturday— 
These South Carolina col- 


were unusually 
pived the way 


for which 


noted, 


Smith is expected to shine! 
Saturday, but it is planned by 
Mercer mentors to lift some of the 
burden off his shoulders. Art Wright, | 
sophomore halfback, and Smith's pro-| 
tege, ran very few times with the ball 
against Furman, while Smith seemed 
oxertaxed, Phoney was knocked cut 
four times, but stayed in the game. | 

Presbyterian this year has another | 
light but powerful team. A_ victory 
over Wake Forrest and a 6-6 tie with | 
Parris Island Marines are the only} 
games played by them to date. Last 
vear Presbyterian had a good season, 
defeating such teams as Citadel, Uni- 
versity of South Carolina, Oglethorpe, 
and losing only one game and that to 
Furman, 


VPhoney 


Se eee ee eee Se 


IN BALKANS NOW 
THOUGHT REMOTE 


Belgrade, Jugo-Siavia. October 11. 
(P)—-All danger of war or a rupture 
relations between Jugo-Slavia and | 
lulgaria was considered averted to- 
day by Bulgaria’s action in declaring 


and other strategic points along the 
in order to prevent further 
incursions on Jugo-Slavian soil. 

There was some delay in 
the proclamation declaring martial 
law along the frontier because the 
Buigarian government at Sofia had to 
the signature of King Boris, 
who is now abroad. 

Simultaneously with the declaration 
of martial law, the Bulgarian foreign 
minister at Sofia, M. Bouroff, ex- 


issuing 


Rainy Weather 
Prevents Scouts 
From Scouting 


Nashville, Tenn., October 11.— 
(P)}—Football scouts in southern 
circles Saturday had little to re- 
port on except the weather, if 
allegations | of Vanderbilt “under- 
cover men” are credited. 

John (Red) Flevd found the 
Texas wniversity team wearing 
their 1926 jerseys and caked in 
gumbo mud during their tilt with 
Trinity. Nevertheless he reported 
them a formidable outfit. The 
Commodores meet their first real 
test against them at Dallas Sat- 
urday, in their fourth non-confer- 
ence gume 

Alt “Sharpe claimed to he 
able to do at Birmingham was to 
measure the muddy foot prints 
left behind by Alabama and IL. 8. 
U. The chief detail was brought 
back from Georgia Tech by Lewie 
Hardage. 

Many games were played = on 
muddy fields Saturday and 
straight fotball was the rule. Dud- 
ley field here was damp but not 
sezgy for the Centre massacre, 
yet visiting scouts saw the Spears- 
Armistead combination in action 
only a part of one period. 


NAVY ELEVEN 
IS GROOMED 
FOR BIG GAME 


Annapolis, 


Ma. October 11.- 
(United News. )\—Head Coach Bill a. 
gram has a powerful Navy eleven 
eroomed for the visit of Notre Dame 


‘at Baltimore next Saturday. 


Whereas the Rockne “Irish’’ 


would 


ordinarily be strong favorites in such | t 
} 1e 


an intersectional clash. the middies 


| 


“MYSTERY” GIRL : 
SETS RECORD | 


IN CHANNEL 


F 


» os 


Folkestone, England, October .11.—~ 
(?}—'The English channel swimming 
record for women, held by Gertrude 

Ederle at 14 hours, 31 minutes, today 


_fell before Dorothy Cochrane Logan, 


London woman physician and “mys- 
tery” swimmer, who scrambled shore 


here this morning 13 heurs and 10 


minutes after taking off from Cane 


|p. 


Gris Nez. 
The time of her take-off from the 
. ~ - 
coast of France was given as 7:40 
m. yesterday while her arrival on 


the English shore was 8:50 a. m, to- 


day. 


As she walked ashore at Folke- 


stone in the midst of a din of sirens 


_and welcoming shouts, 
i and 
'had been in training. 


| McLellan.” 
_late date of the channel season 


/ing inspired by 
-cedes Gleitz, London typist, 


| 


have displayed such football strength | 


this season as to warrant their being 
ning. 

Although only two veterans of his 
1927 first string eleven remained 
Ingram when the present season start- 
ed, the Navy coach has found 
jewels among the rough material. 

“Bring on the Irish,” the middies 
now say, with all the confidence 
the world. Davis-Elkins and 
have been rolled in the -aud of early 
season games beneath a Navy steam 
roller. Lioyd, last year’s near all- 
America wingman, has been shifted 
to the backfield, and has proved a 
passer and runner of the first water. 

Christy Flanagan seems to be the 
oustanding star of the Notre 
‘backfield, but the Navy today iS eon- 
‘fident of stopping the fleet red-head 
and his associates in the scoring busi- 
ness, 


some | * 
ae that some time in the future I will 


she collapsed 
was taken to Hythe where she 
under the name “Mona 
made the swim on her 
attempt, her take-off at this 
be- 
word that Miss Mer- 
had con- 
days ago 


Dr. Logan, 


fifth 


quered the channel a few 
after six failures. 

Although Dr. WLogan’s time was 
placed at one hour and 21 minutes 
better than that set by Gertrude 
Ederle when the latter became the 
first woman to cross the channel, her 
time was poorer than the channel rec- 
ord set by the Frenchman, George 
Michel. who made the crossing in 11 
hours, 5 minutes, and the second place 
'mark set by the German. Ernst Vier- 
| koetter, who crossed in 12 hours, 43 
mintntes, 

“TRUDIE” READY 
TO TRY FOR MARK. 

New York, Ocetoher 1].—-(4A)—Ger- 
trude Ederle, the first woman to swim 
English channel and whose time 
for that feat was lowered today by 
Dr. Dorothy Logan, said tonight that 
she is willing to try for a new chan- 


' nel mark. 


to | 


| break a new 


Drake 


“If the report is true.” Miss Ederle 
said, “I wish to extend heariest con- 
gratulations to Dr. Logan. I hope 


be able to give her the opportunity to 
record. ‘ 


ee 


—-= 


Lipton Will Issue 


Dame | 


Challenge in 1929 


Southampton, October 11.—( United 
News.)—Sir Thomas Lipton, famous 
vachtsman, said definitely today, be- 


fore sailing for the United States on 


the Leviathan, that he would issue : 


challenge next year for a race in 192% 


for the America cup. 


a chilly, 


MU Sa 


drizzling 


rain--- 
winter's 
setting 


, ment and operation of all water pow- 


Ey 


for the state. 


Streams on which two or more ap- 'Crities are of the opihion now that 


'plicants seek sites, though not neces-| ! 


. sarily 


, Tennessee, 
| Qbey and Obed rivers. 


; sion said, 
to 


identieal sites, 
and its tributaries, the South Fork of 
the Cumberland, the Clinch and Pow- 
ell rivers, and the Nolachucky and its 
tributaries, 
Cumberland, 


action was taken, 
to expedite development and , 
safeguard the publie by 
certain restrictions into the 
cates, such as a proviso against un- 
warranted inclusion of water power | 


The 


value “for which the utility has paid! ments at quarterback and at center 
nothing,” 


in the rate base. 
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THEATRE 


Nights. -..- -60¢ 
On the Screen 


Earl Derr Biggers’ 


“The Chinese 


Parrot’’ 
with HOBART BOSWORTH 
and MARION NIXON 
___ ALSO—“‘THE “COLLEGIANS” lt Hee 


On the Stace 
The Parisian 


REDHEADS 


__ America’ s Greatest Girl Band _ 


~ HARRY KRIVIT 


Presents __ Capers __ of 1927" 


~_KRESSLER and MORGAN _ 
an LITTLEJOHNS 


There’s One Near You 


COMMUNITY THEATRES 


Direction Lucas & Jenkins 


Tenth Street 
Peachtree at Tenth 
RICHARD DIX 
“VANPOWER” 


Temorrew—‘‘Don Q’”’ 


West End : 


Lee at Gordon 
EVELYN BRENT 
‘LOVE’S GREATEST MISTAKE’ 


Tomorrow—‘*The Wanderer’’ 


Palace 


Euclid at -Moreland 
BETTY BRONSON 
“RITZY” 


Tomorrow—‘‘Over the Hill’’ 


Today 
Only 


TUDOR 


James Oliver Curwoed’s 
THE SLAVER 
15e—Matinee 20-—Night 


Others are sought on the: 
Hiwassee, | 

| Dame-Navy 

the commis- | 


are the Holston/| ignored as an offensive weapon, 


writing | 
certifi-| been made in the Yale camp in pre- 
| paration for Saturday’s 


t 
{ 


Se 


for the assassination of General Ko- 
vachevitch of Jugo-Slavia, but empha- 
sized to the Jugo-Slav minister that 
the crime was perpetrated by elements 
beyond Bulgarian control on Jugo- 
| Slav soil. 


lateral pass been used to any extent. 


the lateral pass is to be almost totally 
and 
that its use for the next few weeks 
at least will be chiefly as a check on 
other plays, and that it will be held 
in reserve as an element of deception. 
Fandom is looking to the Notre 
encounter at Baltimore | 
for many frills. Both teams have 
reached an advanced stage. 
Two changes in the lineup 


'COLLEGE PROPOSED 
AS PEAY MEMORIAL 


oo 


Clarksville, Tenn., October 11.— Pp) 
P. I. Harned, commissioner of edu-, 
cation, announced here today that he 
_ would recommend to the state board 
of education at a meeting in Nash- 
ville Friday that the old Southwest- 
ern Presbyterian university property | 
here, recently given to the state for 
use as a teachers’ college, be rehabili- 
tated as a memorial to the late Goy- 
ernor Austin Peay. 

The suggestion that the institution! 


have 


game with | 
Brown. Tad Jones has made replace- | 

Injuries to a few members of the! 
Colgate eleven have forced changes in | 
the lineup for the next game with | 
Columbia. Inexperience in the line | 
was blamed for Colgate’s defeat by | 
Virginia Polv, the first suffered on 
the home field at Hamilton in 20 
years, | be converted into a memorial was 

Harvard's squad has gone hack to| made some time ago by the local Ki- 
fundamentals, and because of the un-! wanis club. It was the plan of the| 
satisfactory showing of the line! club that ‘any memorial funds raised 
against Purdue several shifts appear! in the state should be spent in the 
to be in prospect before meeting Holy | rehabilitation of the university build-' 
| Cross, ings and grounds. 
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TOBACCO 


The Best Pipe Smoke a, 
Ever Made!” jive 


IGHT UP your pipe filled with Old 
Briar Tobacco! Enjoy all of the old content- 
ment, satisfaction and solid comfort of pipe 
smoking. Get this superior tobacco, today. 


Old Briar Tobacce comes in the sealed, 
extra convenient pocket package at 25<, 
and in SOc, $1.00 and $2.60 sealed boxes. 


Of all the pleasures man emoys, pepe smoking costs aboat the least 
United States Tobacco Company, Richmond “Va., U. 8. 
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' 
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| 


Get set for 


‘mean’ weather 


Get into— 
Muse’s “Cloudsun” 


TOPCOAT 


Weather-proof, warm, 
snug, and light to wear--- 
wrinkle-proof: fold it 
up any kind of way, then 
put it on and it’sin shape 


It’s in four smart pat- 
terns: Herringbone, in 
tan or gray; small dia- 
mond weave in tan; 
shadow-weave in heather 
tan; and Muse’s club- 


check in gray. 
Men’s 


« MuUSE'S 


Dept. The Style | Center of the South: 


: PEACHTREE = E - WALTON - BROAD 


$3950 


Second 


Floor 
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ard Scrimmage Slated for Yellow Jacket Squad Today 


en 


| Long Signal 
Drill Held 
By Tornado 


Tech Boys Put Through Hard 
Workout; Durant Is 
Back. 


BY BEN COTHRAN. 

If any member of the Tech foot- 
ball squad didn't know all the Jacket 
plays before Tuesday's practice then 
that young gentleman should certainly 

ow them at this point. 

For Tuesday morning Coach Alex- 
ander spent practically two hours in 
running signals, in which every play! 
in the Jacket repertoire was gone over, 
time and again. It was a long sig- 
nal drill, three Varsity teams alter- 
nating in the affair, while the Devils 
of Hank Bjorkman kept to themselves 
at the upper end of the field and did 
not scrimmage against the varsity, as 
some people would have you believe. 

May Scrimmage Today. 

The Devils were busily practicing 
Alabama plays to be presented the’! 
varsity for that august body’s edifica- 
tion, probably this afternoon. These 
same Devils were wearing their own 
blue jersies and not the flaming red 
of Alabama. It was the second day 
that they have had on the Tide's plays 
and should—by now—know them 
enough to give the varsity some ink- | 
ling of the formations the Tusea- 
loosans will use on Grant field next 
Saturday afternoon. 

The morning workout was occa- 
sioned by tlie fact that Tuesday was | 
Lindbergh day in Atlanta and the fa- | 
mous trans-Atlantie flier was to ad-| 
dress a large crowd at Grant field in| 
the afternoon. Tech couldn't afford 
to miss working on the plans for Ala- 
bama day, Saturday next, and Alex 
assembled his boys at 10 o'clock and‘ 
there was no let- -up until 12:30. 

Two of Alabama's best backs, Tay- 
lor and Hicks, according to reports, 
are out fram ‘injuries received in Sat- | 
urday’s tilt with L. S. U. However, 
ie —— 


well | 


on 


_———— 


(a half an 


|} dummy 


| mage. 


| hack, 
| field 


LITTLE SQUADS WILL MAKE 


Grid Upsets Cause Investigation in Eastern Camps 


BIG ONES TAKE NOTICE NOW 


BY WESTBROOK PEGLER. 


to 


(By Leased Wire 


fhe Constitution.) 


New York, October 11.—The defeats of the Harvard football team 


by Purdue and of the Yale team by Georgia, 
arouse some alarm and fault-seeking because there is a tradition that the 
big schools should not be defeated by the little schools. 

due and Georgia are not exactly crossroads institutions, 
grads for several generations have been accustomed to wearing shoes to 
but for traditional purposes they are little schools, 
tradition has it that the big ones play only little ones this early in the | 


their classes. 


S$éason. 


that line of Crimson giants is still| pation of the alarm, 
intact and that’s Tech problem Sat-| pertinent 


urday—handling that "Bama line. 
hour Tuesday Coach Alex | 
varsity gang down at the'| 
pits tackling and _ blocking, 
after a short session of going down un- 
der punts—it was raining and the 
backs had a slippery ball to handle— 
and limbering up. 
Durant in Harness. 

Then began the signal drill, Three 
teams there were, each team alternat- 
ing in running the plays against an- 
other one in a form of dummy scrim- 
The opposing line was there 
and offered no defense when the lads 
on offense charged in to take them 


had the 


iout of the play. 


received a back 
in 


who 
was back 


Durant, 
Saturday, 
hut did not 
of the heavy work of the day, Alex 
had Boh Horne, by profession a half- 
ealling signals, In the back- 
with him were Bob Parham, 
Thomason and _ Bob 
dolph. In the line were Crowley and 
Waddy, ends; Spear and Watkins, 
tackles; Drennon and Martin, guards, 
and Pund, center. 

Durant, who has proved himself as 
a quarterback in the two games played 
thus far, is expected to: be in shape 
by Saturday. 


Bob 
injury 
Duesday, 


Stumpy 


Tuesday marked the passing of one | 


more day and now there are only three 
left to prepare for the hardest test of 
the season— —Ali ‘bama’ s Crin rimson Tide, 


Suits and 


2 


Topcoats 


5 


Fall’s here and it’s a 
mighty good thing to 
be prenared. Old man 


Weather’ 


s getting 


restless. Don’t let him 
catch you un-a-ware. 


Daniel’s Knit-tex Coats 
*30 
- Daniel Bros. Co. 


QUALITY—SA TISFACTION—SERVICE 


Founded 1886 


45-49 Peachtree 


} 


| 


| ing 


the hands of a good team, 
tice 


uniform | 
take part ip any | 


‘up 
| Harvard, 
Ran- | 


; men, 


) 
' 
i 
| 


(and they are becoming more and more 


PRO CROWN 


last Saturday, are bound to 


Of course, Pur- 
and the under- 


recause 


in antici- | 
would be 
these 


this connection and 
it 
whether 


In 


to inquire 


Or jearly games are supposed to be contests | 


The | 
he- 
think 


or push-overs for the big schools. 
ileals of intercollegiate football 
what they are, [| should 

it would be more satisfactory to be 
beaten by a good team early in the 
season than to tramp all over a team 
selected solely because it couldn't de 
fend itself. Naturally, the satisfac- 
tion is meager in either case. You 
cannot persuade a rooting body of stu- 
dents, or alumni, or both, to go around 
burning old Morris chairs, wicker 
hookeases and other inflammable rub- | 
bish in jubilation over a defeat at | 
but I no- 
their overwhelm- 
the little schools 


that they take 
victories over 
equanimity, 
Used Up Spares. 
A young man who used 
‘football at Bowdoin college, which 
in Maine, and therefore handy 
tells me that in his football 
days the Bowdoin team once went) 
down to Harvard for one of those | 
early games with a quad of just 15 
athletes. That left only two spares | 
for Bowdoin, whereas Harvard had 
wealth of numbers, if not of talent. 
“We used up our spares early 
the game and we had to be very ju- 
dicious about our substitutions,’ he 
related. ‘The Harvard boys are very 
robust, as you will notice when you 
are playing against them in the line, 
regardless of what you may have come 
to think by watching them play 
against Vrinceton. And after you! 
jhave been spanked on the base of 
the brain half a dozen times you be- | 
come mentally fatigued and your feet | 
| 


ing 
with 
to play | 
is 


to | 


in 


become confused, as happened to us, 

“Of course, we spanked them back, 
but in addition to our general weari- | 
ness, our hands became sore, so it! 
Was a most unequal contest. Every | 
time I put "Wmv hands under my. 
chin and lifted my head up off my 
chest to see what was interrupting the 
sport. I would see an entire fresh Har- 
vard team running out from the bench 
with new white bandages on their} 
heads, 

Heroes On Own Campus. 

“Naturally Harvard defeated us by 
a very noticeable plurality, but a lit- 
tle school is usually able to find some 
peculiarity in the game which can 
serve as a moral victory, so we were 
heroes on our own campus because 
we had played Harvard with only 13 
And still, I don’t think there 
is anything wrong with the custom 
of playing the part of a set-up for a 
big school in this matter, because it’s 
one sure way to get the name of vour 
little school in the papers. If Har- 
vard beats Bowdoin everybody hears 
about it and consequently hears about 
Bowdoin, but if Bowdoin beats Upsala 
or Alfred or the Irritation academy, 
106 to 3, the cigarette ad is a 50-to-1 
shot to push the lineup and score by 
quarters right ont through the bottom- 
rule of the sport page.” 

On the part of the big schools it 
usually is claimed that an eight-game 


| Casey 


| nearby 


season against schools of equal foot- 
ball status would be too hard on the 
athletes, but, of course, this explana- 
tion were better left unspoken. ‘The 
set-up theory presupposes extremely | 
rough treatment for the little schools, 
some of which go through whole sea- | 
sons taking them on the chin just to 
provide relaxation for the big ones. 
The oceasional defeats of the big 
schools by the traditional little schools, 


occasional, of late. would seem to be 
good for football, indicating that the 
schedule-makers are less eager for vic- 
tories and synthetic prestige than for | 
football for the sake of the game. | 


-_ — 


SARAZEN WINS 
'ETROPOLITAN 


—— —~ ey 


Garden City, N. Y.. October 11.-— 
(‘P)—Gene Sarazen won the Metropoli- 
tan Professional Golfers’ associa- | 
tion « ehampionship  todar with a | 
total of 2O2 strokes for the 72 holes | 
of play over the Salisbury Country | 
club course. 

The doughty little professional of | 
the Fresh Meadow Country elub, | 
Flushing, New York, turned back the | 
challenge of Bobby Cruickshank. in | 
the last 18 holes with a brilliant 71 | 
after the Seot had drawn to even 
terms at the 54 hole mark with the 
aid of a 70, two under par. © Cruick- 
shank weakened under the strain of 
the long two days of play and took 
a 75 for the final round, finishing | 
four strokes hehind Sarazen in a tie! 
with Willie Klein for third place. 

second honors went to Leo Diegel 
with a 295, three strokes behind the 
winner, Diegels game was consis- 
tent and steady while Sarazen was 
more spectactular with his two 71's. 
one on the first réund and the other 
on the fourth and last. 

Feurth place was shared between 
MacDonald Smith. Lakewood veteran, 
and Charlie Mayo, both with 298, 
Finishing the first three rounds all 
even in 226, the two battled evenly 
through the final round in 72. Two- 
day seores of the leaders: 

f;,ene Sarazen. Fresh Meadow 
club, Flushing, New York, 71, 76, 


Country 
74, 7i— 


Fenimore € ountry cluh, White 

fhe, . 2 o>. 
Progress Country elnb, 
75, 72. TR—294K. 


Leo Diegel, 
Piains, N. 76. 

Robby Cc ruic kshank, 
Purchase, | Ct, «= 

Willie Klein, W heatler Hille Golf 
ft Williston, N. Y¥ 73, 74-— 26. 
MacDonald Smith, olf and 
Country club, Great Sis es 
76, 72-~—208. 

Charlie Maro, 
Fiushing, N. Y., 

Joe Turnesa, 
$11, 


7: 3 


eluoh, 


ap vi iIle 
Neck, N. 


Ba 


Pomonok Countrr club. 
76. 75, T2—288. 


defending champion, 


-~ 
#-). 


took a 


Change for Better 
Is Seen at Harvard 


eastern football | 
the presence of | 
than better foot- 
one of the prime 


Close iNowest of 
are remarking that 
Bill Bingham. rather 
bal material, may be 
factors in replacing Harvard on the! 
football map. Those who*have visited 
the Cambridge campus and environs | 
are outspoken in their praise for the | 
good fellowship and haspitality Bing- | 
ham is spreading---after the “holier 
than thon” atmosphere which has pre- 
vailed in connection with the various 
activities for years. Arnold Hor- | 
ween, coach, is a democratic type as 
well. Both men seem to realize the 
value of popularity in connection with 
the promotion of athletics under mod- 
ern conditions. 


Berlenbach, 
Lohman Get 
Here Today 


Abelson Announces Prelimi- 
naries for Thursday Night 
Fight Card. 


Pan] Rerlenbach, New York scrap 
per who meets Joe Lohman in the 


main bout of a card to be presented 


at the auditorium Thursday night. 
will arrive this afternoon at the Ter- 
minal station. 

Lohman is expected to arrive earlier 
in the day. In addition to ann une 
ing the approaching arrival of the 


GLAD IT’S OVER 


two. Matchmaker Abelson revealed his | 


along 
program 


preliminary card, which 
the main event makes up a 
of 38 rounds. 

K. O. Johnny Vickers, the Buckhead 
choir singer, is slated to.meet Jimmy 
Hogan in an eight-round go. Vickers 
has shown considerable progress as a 
prizefighter. 
next to the ten-round semi-windup be- 


The Vickers bout ranks 


with. 


tween Larry Avera and Spike Webb. | 


Prelim Bouts. 


the six-round bout on 
Jones tackles Happy 
roth are local pugilists. 
a good fight. 

Homer Reid and Battling 
will mix in the four-rounder 
program. 


Jake Abel, 


the 
Smith. 


Tn 


Maddox 
on 


former scrapper of some 


note, will referee the main event, while | 
all 


in 


Fat El- 


Jack Denham will officiate 
of the preliminary matches. 


eard | 


It should be | 


the 


rod will wield the official megaphone. | 


Tickets for 
at Chess’ 


the fight are on sale | 
Place and will be available | 


there until a late hour Thursday aft-| 
ernoon, at which time the box office | 


at the city auditorium will be open- 
ed for the purchase of general admis- 
sion and reserved seat tickets. 
Initial Appearance. 
Berlenbach’s appearance here, 
first fight in the south, has attract- 
ed interest, not only in Atlanta, 
cities as. well and, according 
to wire and mail reservations, a num 
ber of out-of-town cash customer: 
will gather 
day night. 
Berlenbach is in 
comeback campaign, 
will carry 
weight championship, which 
held and which in the time 
reigned as monarch of the 
netted nia fA small-sized fortune. 


— —— ee 


Probably. 


to interviews with man- 
place clubs their teams 
just practicing 


of a 
hopes 


the midst 
which he 


that he 


Aceording 
agers of last 
apparently were 
vear, 


around the ringside Thurs- | 


him back to the light-heavy- | 
he once | 


division | 


this | 


his | 


but | 


P — 


| 

Babe Ruth and his wife and daughter, snapped in New York at the 
| close of the wor!d series, are happy the games have ended and are making 
| plans for the winter. It was the Yankee star's eighth world series—and, 
as hte Pittsburgh Pirates car certify, he’s Just as much a terror as ever. 


ees ee ~ —— —e — —— 


|: signed - to defend ‘that title against 
named by 


Tom Loughran | Signs 
W ith Tex Rickard | 


oo 


Rieke Or deiere 
Tommy Lou: 
York state 


champion 


suitable Tex 
Rickard. 

Sid Terris. who fouled Phil Me- 
Graw. of Detroit, at Ebhbetts field 
'week ago, has heen indefinitely 
pended hy the New York boxing 
mission, 


opponent 


New 11. 
| News. ) 
in New 
weight 


—(TTinited 
ehran, recognized 
as the light-heavy- 
of the world, has 


com- 


NORTHWESTERN SETS RECORD 


° Three Consecutive Games Started in This Manner 3 


F OR GOALS FROM KICK-OFF 


‘games played by the team. 


ANY ! 


A 
KIS. | 


BY NORMAN E. BROWN. 
Has any focotbal. team in this fair land of ours ever set a record 
approaching that hune up by the University of Northwestern in scoring 
touchdowns from kickofts? 

Northwestern students and = grads. eens 
raise the query as they cite the un- | Lowa. In each one of those came 
usual happenings in three consecutive | Northwestern opened the scoring br 
| registering touchdowns on the _ kick- 


—_—-- 


The discussion is prompted hv the | O"t.. se ie is 
feat of Tiny Lewis in running 85 yards | ree consecutive games then start- 


| from the kickoff for the first score | the yh = areas hy touchdowns on 
‘against the University. of South Da- | It Lanne, ae, SEE 

‘kota in the first game of the current : l a e one 
season, ;scored against Iowa was called back 
| Northwest because of the fact that both teams 
(19; 4; ern's final sames of the) were off side, byt this rule violation 

» feason were with Chicago and ‘alone mars the Sivtesaseiee. 
See 


“GOOD SHOES for 


EVERYBODY” 


Twenty Fall 
Styles—$6 


STEWART’S 


$1X 


—New Collegiate Oxfords of Black and Tan Calf: 
skin or Grain leathers! Perfect satisfaction guar 
anteed in every pair of Stewart’s §$1X shoes. 


MEN’S DEPARTMENT 


59 
Whitehall 
Ss. W. 
FRED £ /VOVART COs 25 Whidababa 


Shoes 


Bostonians 


Stacy-Adams 


© 1927. R. J. Reynolds Tobacce 
’ Winston-Salem, ~ <u. 


The cigarette that earned 
first place by its goodness 


The greatest endorsement ever given 
to a cigarette is revealed by the fact 
that Government figures show that 
more Camels are being smoked 
today than ever before. An endorse- 
ment by the many—not the few. 


- 


If all cigarettes were as good as Camel 

you wouldn’t hear anything about 

special treatments to make cigarettes 

good for the throat. Nothing takes the 
place of choice tobaccos. 
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slumbia Lou 
Leads Field 
By ig Vote 


Bob Reeves, Former 
Star, Receives 7 Votes 
in Election. 


ee ew . 


Chicago, October 11.—(P?)—*“Lar- 
ruping Lou” Gehrig, first baseman 
with the world champion Yankees, to- 
night was proclaimed the most valua- 
ble player in the American league for 
the 1927 season. 

Selection of Gehrig, who gave 
“Babe” Ruth a sizzling battle for 
home run -._nors and finished with a 
total of 47, more than any other play- 
er in baseball history with the ex- 
ception of the Bambino himself, was 
made by a committee of baseball writ- 
ers comprising the cities of the league. 
All but one of the first choice votes 
were given to Gehrig. who won the 
coveted honors with 56 points out of 
a possible 64. 

Heilmann Is Second. 

Gehrig's nearest competitors for the 
honors were Harry Heilmann,. Detroit 
outfielder and 1927 batting champion 
ef the American league, and ‘Ted 

svons, star pitcher with the Chicago 
Vhite Sex. Heilmann had 35 points 
while 34 went >» Lyons. 

The only dissenting vote was cast 
for ‘Tony Lazzeri as the most valua- 
ble plaver to the Yankees, while all 
the others chose “Columbia lou,” 
not only as the most valuable plaver 
io Miller Huggins, manager of 
Yankees, but the gtfeatest in 
leacue. 

‘Twenty-five players were named in 
this year’s competition. 

resident Ban Johnson, of — the 
American league, in announcing the 
results of the balloting, praised Geh- 
rig as a great example for the youth 
of today. Gehrig causes umpires no 
trouble, President Johnson said, tends 
strictly to business and has always 
given his elub his best efforts. 

Gehrig. finishing third in the bat- 
ting list of leading American league 
hitters, closed the season with the 
honor of driving in more runs than 
anv other playér in the league. In 
154 games, Gehrig was at bat 
times. He made 218 hits for a total 
of 427 bases. These included 52 dou- 
bles, 18 striples and his 47 homers. 
Hie drove in 175 runs, averaging bet- 
ter than a run a game. Gehrig is 
regarded as a “natural” ball player. 
He is a fine steady fielder, but his 
terrific hitting was the most impor- 
tant thing in his favor in compiling 
the vote of the committee in his 
favor. 7 

Started in High School. 

Gehrig. born in New York, 
19, 1905, began his baseball career 
with the Brooklyn High school. He 
joined the <ankees in 1925, «na -vas 
later sent to Hartford. He returnec 
to the New York @ 1b the following 
vear in time to play ‘au the last ten 
games of the 1924 seaso.. When the 
veteran Wally Pipp retired, Gehri,, 
who had been Pipp’s understudy, ‘s- 
came the guardian of first base. 

Stockily built and somewhat s)orter 
than Ruth, Gehrig follows thredagh in 
batting with the same powerful swing 
that enabled the Babe to set a base- 
ball record of all times with his 60 
home runs. 

Gehrig’s name in the 
league's hall of fame adds to the list 
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| HONORED | 


The above gentleman is Columbia 


the | 
the | 


oS | 


Lou Gehrig, who was voted the most 
valuable player in the American 


league Tuesday night by a committee 


‘of baseball writers comprising the 


eight cities on the circuit. 


hitting won him this high honor and 
a place in the hall of fame. 


For Titl 


Chicago. October 
‘moter Jim Mullen 
Bud Taylor. generally recognized as 
the world’s bantamweight champion, 
and Archie Bell, of New York, for a 
10-round contest involving the title 
here November 19. 

Bell recently returned from a cam- 
paign in England. He is rated as one 
of the outstanding challengers for the 
118-pound title. 

© ™ 
Pitcher Sold. 

Washington, October 11.—(4) — 
Hollis Thurston, pitcher obtained by 
‘the Washington baseball club from 
the Chieago White Sox last winter, 
has been sold to the San 
club of the Pacifie Coast league. 

President Griffith, of the Senators, 
in announcing the sale, did not men- 
tion the price, Thurston’s record with 
the local club the past season was 133 


tonight matched 


1925. 
Peckin- 


surns 


Ruth was the 
ter Johnson in 
paugh in 1925, 
1926. 

The result of the balloting for this 
'season’s award follows: 

PLAYER, CLUB, POSITION— Points 
Henry Lou Gehrig. New York, infield.. } 
Harry Heilmann, Detroit, outfield 2 
Ted Lyons, Chicago, 

Gordon Cochrane, Phila., catcher 

Al Simmons, Philadelphia, outfield 

i} von Goslin, Washineton, outfield... 
Aarold Ruel, Washington. eatcher 

James Dykes, Philadelphia, infield 

Luke Sewell, Cleveland. catcher 

Tony Lazzeri, New York, infield oh 
Bob Reeves, Washington, infield...... 
Frank ©O’Rourke, St. Louis, infield 

Jack Tavener, Detroit, infield 
Horace Lisenbee, - Washington, 
Kdmund Miller, St. Louis. 
Alex Metzler. Chicago, 
Ira Flagstead, Boston, 
Charles Jamieson, Cleveland. 


choice in 
1924. Roger 
and George 


pitcher. . 
outfield 


outfield 
outfield.... 


| Walter Schang, 
| Fred Schulte, 


American | Willis 


St. Louis, 
St. Lonis, outfield...... 
Cleveland, 

toston., 


Hindlin 


Jack Rothrock, 


core at] ee mer. took part 
round playing ability and home-run | j''S, !&st scrimmage suesday an 


Taylor Is Matched 
e Fight 


| 


Red and Black 
Squad Starts 
Daily Grind 


Lautzenhiser Returns to 
Bulldog Lineup After 
Illness. 


BY BOB SHERROD. 


Athens, Ga.. October 11.—Georgia’s 
Bulldogs resumed their active work 
here Tuesday in preparation for the 
coming conflict on Saturday with the 
Purple Hurricane of Furman univer- 
sity. 

The conquerors of Yale were not 
given any let-down as a result of their 
Saturday victory and the week's work 
will be strenuous and exacting, ac- 
cording to Coach Woodruff. 

Scrimmages will be held again on 
Wednesday as well as Thursday. 

The return of Glenn Lautzenhiser 
to practice is indeed good news to 
Georgia supporters. This husky tackle. 
who has not been able to participate 


in any active work on account of an team. 


operation this summer, took part in 
it 
looks as though he wlil be as good as 


ever this year. The addition of Laut- 


11.—(#)—Pro-! Black, 


| tackles: 
| Paris. 


‘one of “the best terms in 


'Only one varsity team took part 


-venhiser to the squad is expected to 


bolster up the tackle position a great 
deal 


“We are expeeting a hard battle) 


with Furman Saturday,’’ Coach 


Woodruff said Tuesday afternoon. “IT! 
have | 


Carolinians 
the south.” 
Coach Crowley, who has charge of the 
backfield department of the Red and 
says that Furman undoubted- 
ly has a better team than last year, 
when they downed the Bulldogs two 
touchdowns to one. Crowley scouted 
the Furmanites in their first battle 

of the season. 
An annoying rain’ hindered the 
progress of Tuesday's scrimmage. 
it) 


the tussle with the freshmen. This var- 
sity team, composed of Buchanan, cen- 
ter; Greenfield and Haley, guards: 
Morris, Stelling and Lantzenhiser. 

Collins and Martins, ends: 
quarterback: Cook and Hill. 
halves, and Cox, fullback, had little 
trouble in pushing the frosh around 


believe these South 


‘the field and likewise in holding them 


irancisco | 


with little or no gains. 
Two other varsitv teams ran 
nals. while the Red Devils were learn- 


Sig: 


‘ing the Furman formations under the 


| tutelage 
victories and 13 defeats in 20 games. | 
Wal- | 


Tulane Lineman 


in | 


| 


si tilt with the Mississippi 


} | practice. 
1'deny it had anything to do with it. 


' 
' 


| 


of Coaches Stegeman and 


Kilpatrick. 


ND 


Breaks His Leg 


New Orleans, La., October 11.— 
(P)—Ellis Bourgeois, reserve lineman 
of the Tulane Greenies, was taken 
from the football playing field with a 
broken leg this afternoon. The in- 
jury was sustained in a practice ses- 
sion in preparation for the annual 
Aggies here 
next Saturday. Bourgeois will be out 
of the game for the remainder of the 
season. 


Come On. 
Princeton player breaks leg in 
Now it’s up to Harvard to 


— ———— — 
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at Fashion 


Shoes 


Banister 


HIGH NOTCH 


IGH NOTCH lapels distinguish this new style from our tailors 
It's an exceptionally keen note in smart suit 
Style, presented in foremost woolens for men and young men. 


Park. 


“45 


And More 


79-81 Peachtree Street 
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*Bama Works 
Hard for Tech 
TiltSaturday 


Two Crimson Backs, Taylor 
and Hicks Are Still on 
Injured List. | 


-— ~~ ee ew } 


OneDay Shoot! _ 
Will Be Held — 
Here Friday 


Peachtree Club To Hold 
Gold Medal Meet Last 
of Week. 


+--+ rr 


OLD COLLEGE SPIRIT | Wins Title | 


LACKING IN PRESENT 
DAY GRIDIRON CLASSICS 


BY WHITNER CARY. 


Have the boys lost their chance-taking habits of other seasons, has 
football betting become so tough that it is too venturesome a sport in 
which to risk one’s hard-earned savings, or have the speculatively in- 
| clined brethren taken the veil and joined the reform chorus? 


The writer is unable to answer. —- 
But the fact stands out that the WENTZ SPIKES 
bors who used way down in 

their jeans just prior to a football 

| game and bring out the long green PITTSBURGH 

| to wager on their favorite team’s 


The Peachtree Gun elub takes its 
: | football along with a slight dash of 
shooting. All of which means that 
the boys who blaze away at the clay 
| targets out at that club have arrang- 
(ed a big one-day gold medal shoot 
for Friday, October 14, the day pre- 
| ceeding the hectic battle on Grant 
| field between Tech and Alabama. As 


University, Ala., Octeber 11.— 
Coach Wallace Wade is losing no time | | 
in getting his men ready for the Tech 
game Saturday in Atlanta. He had 


them hard at work this week, scrim- | 
maging the freshmen and hitting the 
dummy. 

The dummy has been getting its 
share of attendance, as Wade was not 


to go 


|chances on the gridiron have become 
‘suddenly very scarce, 
May Bring Spirit Back. 


% 
bt 


f 


put an end to this seeming wave of 
‘purity and conservatism 


Golden Tornado will gallop onthe’ 
with very little cash backing / 


Maybe the Tech-Alabama game will 


that has 
swept over us, but if conditions re- 
main as they have during the pa 

Saturdays the Crimspn Tide and / 4 


der 


The opening of the season saw a 


Pittsburgh, Pa., October 11.—(P)— 
Arriving here today from New York, 
Lou Wentz, former Pittsburgher and 
now a wealthy Oklahoma oil operator, 
issued a statement tending to indicate 
he had not purchased the Pittsburgh 
Pirates and that there have been no 
recent negotiations 


between Wentz 


pleased with his team’s blocking and | 


tackling in the L. S. U. game and 
he had them working hard at the 


; 


dummy and also in man-to-man prac- | 


tice. 


The Tide has been known as the, 
into a 


team that blocked its wavy 


national championship, and for it to. 


show up so poorly as on Saturday in 
the blocking and tackling departments 


there will be many visiting shooters 
here for that game, there is every 
reason to believe that the coming one- 
day target busting contest will be 


:. well attended by outsiders. 


All the local crack powder burners 
will be present and in addition there’ 
will be many who are just beginning 
to shoot. To accomodate this bunch 


- | less, 


., tell it Danville’s here.” 


Mrs. Helen Payson, of Portland, 
Maine, has won the Duchess of Con- 
naught’s gold cup, emblematic of 
the Canadian women’s golf cham- 
pionship, defeating Miss Fritzi Stifel, | 
of Wheeling, W. Va., in the final | 
match at Toronto, Ont. It is the 
first time since 1924 the trophy’ 
has come to the United States. 


and Barney Dreyfuss, owner of the 
club, looking to sale of the National 
league champions. 

“A long while ago,” 
asked Mr. Dreyfuss for the right to 
negotiate should he consider sale of | 
the Pirates. He was not inclined to 
| anke » Géle und that eaded it. am | known vet. He was walking around 
‘gambling instinct the boys possessed, | Mindful of the fact that the Pittsburgh | — ni 4 oy pra ti i 
for when Tulane and the Tornado! Club is an institution built by Mr. | oy. ot 2 saline sella ie aed : 
waltzed on Grant field there was eyen| Dreyfuss and that it his business | eoerretang Sov thie sl Tuck * a sat 
less money wagered than on the open-| 2nd pleasure to operate it. Under he Abe +] ‘ adele will aelieatiie nee 
ing encounter. circumstances, | would be at a loss | ™@" ane h ya hi fe 

An old commission man in this; even to suggest one reason why he wag ony eres ee ee 
city who has followed football bet-| should sell.” a eg mses a5e her of reserve hacke 
ting for many seasons told this writer Giives Reason. There are & HUMOET Of TeReTTe OAC 

aaa: ee ae * . , . : tc htc | #vailable but none to comnare with 
that never in his experience has there Wentz suggested that it was his Tavl qd Hicks, TI Seta 
been as little speculation as has taken! presence at the world’s series games,} *** “a an a «e re nd Sat - 
place up to this’ time. both here and in New York, that led} £004 sang dt . mg 50 met Scottie 

It may be that the Tech-Alabama|to reports that he had purchased or | @¥- 1 pF eg it sieeaaat Me ti taal 
game Saturday will bring out some as} was negotiating for the purchase of | *%,fWO Of the best ager Sm peg oe 
in days gone by. This game. with| the Pirates. witl meet. and what will happen re- oe 5 Barnhill, All-S thern | . Cothran, Dr. W. B. Chandler. 
the exception of the -Tech-Georgia “But there was nothing unusual in| ™21"s fo he seen. ” fn ore 1996 or 9 i hie. iret | Class ‘‘C.”’ 
game earried the biggest load of spec-| that.’ Wentz said | awe heen at- The ends of the Tide have that | guard in a ¥ wit By. n hee wlan > 8) Mre. Walter P. Andrews, Inman Gray, C. 

; at. f said. i same of the season for the University | M. Leroux, Dr. J. 


. Rent . oat t nye : vile situation well in handeat present bnt | J» Q. Brantler, Frank In- 
ulation dut Ing the Season. As a sen- tending world s series games for il the speedv Elorn ; Randolph of Tqinessee Volunteers here against — Brad Timms. Carlton Smith, W, 
eral rule the boys take the band off} jong time.” ; «| Perrin, John J. 


, er : W oodsi ‘a * 
the old roll when the Tide hits town oan ; ’ EST ad Thomason and Mizell start sround Homer Hazel s University of Missis-| Wrignt, Ww. Mi» End iside, Mrs J. 
~ ego at eigen er te arts wat rhe oil operator, however, made no them something else. is liable to} Sippi elevey Saturday. Barnhill saw ‘Dp. 

ut even this game Wirt hardy oe | secret of the fact fhat he was anx- 

} 


and to make the event interesting, the 
program for the class events contains 
a fifth, or FE class, to which all these 
beginners can compete. 
Will Begin at 9:30. 
Shooting will begin at 9:30 in the 
morning and will continue all day, 
| Below is given an unofficial classi- 
| firation of the local shooters who will 
_take part. This classification was not 
| based on A. T. A. average alone, but 


Tennessee Leader 27 .i35..ici' ose" 
Returns to Team 


The following is the classification 


few of the speculative gentry come 
out of their heles and wager a little 
on the Tech-V. M. It argument. But 
in very meager amounts. Tech ruled 
favorite in that contest with the Y. 
M. I. backers being given from 10 to 
14 points. Evidently that game ex- 
‘tinguished the last lingering spark of 


did not go over so well. | 
Brasfield, Brown, Holm and Me-! 
Clintock are all in good shape ane | 
ready for the gun, but Hicks is stil! 
out and also Taylor. 
How long Taylor will he out is nor 


Wentz said, “I 


is 


——— } 


of the local clay busters for the shoot: 
Class ‘‘A."’ 
AH. C. MeKenzie. H. F. Hentz, 
,; Freeman, Dr. H. N. 


Homer 


ee 


Cla 
Sam I. DuBose, Gray. 
October 11.—(A) | Letton. J. B. Scales, . J. ©, Wright, J. 


Je... W. H. 
Tenn., 


whe ’ 
when c 


Der. W, 
Fuller, 
Collina, 


Dan Y. 


Howard, 
H. 
R. 


. : : j Class 
tting ; S27 : happen. only a few minutes service In 
j(luce the betting that some of the! ious to buy a major league franchise. PT 


both! L. E. Grant. Dr. CC. ¢, 
 f lis thence Semaenelil: Mia the North Carolina’ and Maryville | ®: Yaukey, Sam Donelson, J. 
igames a few years back brought out. 
Much Betting. 


: ; | Trammel? Seott. I. C. Milner, € 

j a . , 

games = did not take _ > the} pyren Grant. W. Bey, De. 
. : Carson Newman game at all. due to} Sage, L. Exner. A 
Unquestionably the game that saw — op 

more cash change hands than any 

(other southern encounter and which 


an ankle injury received before the| er 7 — Black! Oo. R 
mites Bese en umpktin, -alimer hackburn, . 
oar - = t] Vols’ st P | Keeler, Doll Ballard, Gordon Burnett, J. €, 
Rn on aye . i , ; ERS “Sivin putcner, ie OIis Star Cel-| Calhoun, Asa W. Candler, Dr. H. C. Craw- 
a — “ ; oh = sable | iter, is also expected to start Tennes-| ford, Dr. T. C. Davison, J. 8. Jones, ZIr., 
| VCars to come was oa MCMOrM 14... {f)— The | see's secon conference struggle. He George 
Centre-Tech game of 1920. One com- | 
_mission place in this city held be- 
tween &62,000 and 865,000 on the 


Chicago Octoher Dr. Hugh M. Lokey. T. B. Nerris, 
im") . - Nic ] : S ’ Te , 
(Christmas «logan has been adonted ta! was kept out of the Maryville game icholson, RB Pringle, Dr. J. W, 
due to an injured knee. Other 
outeome of that gamé, 
For genuine color, pre-game 


Ww 
. Roberts, Dr. Marshall Sims, Dr. J. F. Stain- 
spur on the Northwestern football | Vol} haek, Dr. J. H. Hodges, Thomas H. Seott, 
team. and in Patten gym today hun cripples, Allen, McKeen, ends; 
jard Johnson, tackle, and Ed 
and advance excitement that 
probably held more than any ever 


How-! Marion Smith, Mrs. H. N. Alford. 
the sien. “Only four more days fill | Young, 
the Ohio State game.” To give the} a may still be unable to open has- e~ BEST Huitl VALUE IN NEW YORK. 
tilities, | 
played below the Mason-Dixon line. 
And it might be added that no game 


hattle added imvortance. Coach Rich- ; iY ° 3 
The Vols went through a stiff work- | If, Are Tl nN Jy 
4 4 
was ever less exciting or had fewer 


ard Henley sent three of his oe 7 ah Faas K- | 

hackfield men to the scrubs until ther | out here this afternoon despite rain} 5 ’ : 

demonstrated they have quit loafing.” | and slick field as coaches are driv-| tance OM BATH $3 heme S PERSONS $$ 
dramatie moments when once under es they were accused of doing in the | ing hard to have the team on edge for TEA ROOM- RESTAURANT LUNCH 50 DINNERA® 
way. Tech, although possessing a Uteh game Satnrday. | its struggle this week-end. 
wonderful team, entered that affair 


Desperate training vrevails at the : 
at the short end of the betting. This Chieaza camn, where the Maroons are Te ‘ba q ’ iL ZRSRSRERRETETIT 
was due to the sensational reports eo 
“toa > 9 
TOWERS 


perfecting strategy to ston the new 
of Centre's greatness and the fact that conference star. Ralph Welch, — of 
the little Kentucky college had just 


Purdue. who rapidly heeoming 
beaten Harvard. Once the game was known as “the vellow peril.” Welch's 
under way one wondered why Tech 
have been the favorite wet 
a | 


“S32” is in fair way to hecome as fa- 
had not been a two-to-one favorite, as 
\\ 
| \ GENUINE WATERPROOF SERVICEABLE 


_—— —— 


Morehouse Squad 
Is Working Hard 


New Star Rises 
In Big.Ten Ranks 


Coach Harvey, head mentor of| 
Morehouse college, started his week's 
practice with a heavy scrimmage be- 
{ween the first and second varsity 
ieams on the red clay hill Tuesday 
afternoon in preparation for the big 
intersectional game between the Ma- 
roon Tigers and the Howard univer- 
sity Bisons, of Washington, D. C.,, 
Saturday. 

A report saying the Howard eleven 
had disbanded was received here last 
week and has caused quite a stir in 
local football circles, but the More- 
house coach received a telegram Mon- 
day night stating that trouble among 
the plavers had been settled and the 
team would be here Saturday. The 
game between Morehouse and Howard 
is looked on as one of the biggest 
games in this section of the country 
and always draws a large crowd. 

Remembering the 52-to-0 defeat 
handed them last season, the More- 
house Tigers are working hard for 
the game Saturday and are looking 
forward to revenge for this setback 
at the hands of the Bisons. Tickets 
|for the game are on sale at the busi- | 
ness office of Morehouse college. 


thrills 
eame 


is Ys 


in which the two teams performed. 
3ut the loyal Kentuckians who} 
came down with their team had not 
looked into the crystal ball and all 
they knew was that they had a great 
team—an inspired team in fact, and | 
‘that they would back it to their last | 
'dollar. And those dollars seemed end- 
For, if ever a crowd of sup- 
porters poured cein on the fickle scales 
of the goddess of fortune, it was those 
hoys from the K'ue Grass section. 
|There is no questhn that while Tech 
;outplayed Centre, Kentucky out-bet 
Georgia. Thev simmvy prayed for bets 
ond at odds at that. It was a great: 


sight. 
Kentucky Wild. 

Some idea of the fervor and fever 
of those pre-game hours might be gath- 
'ered from the foHowing, which took | 
place in a downtown hotel the day of | 
ithe game: 
| There was one old fellow, big hat. 
} 

} 


who still limps arownd on crutches 
with a splintered ankle. | 


Another McGra w-Terris 
Embroglio Suggested 


recent | / 


as “Red” Grance’s “77” if the 
there was no comparison to the way 
Z OILED CLOTHING ~and STYLIGH TOO 


mous id 
“ow Daa 
rete Sa Sen A.JTOWER C0, 


nowerful Texan can fulfill the prom- 
ise of his eolleciate dehut aAcainst 
we . 
Ven SE — BOSTON, MASS. 
< “ " 


Harvard. He will he without the as- 
oo 4 . — : t=. . j “roe rat he Tue ; 
 : \ a «. = ’ ye ae —— o™ 
Sr 8S : a : ep 


ii 


The sudden ending of the 
Terris-McGraw bont by afoul 
livered by Terris has caused friends |; 
of both boxers to urge another: meeting 
of the pair. This deepite the fact that 
neither one of the tavo bouts to date 
have been satisfactory affairs. 


de- | 
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Another Dumb One. 


The office stenog so dumb she 
calls soccer a game where everybody 
tries to get a headache. 


sistance of Captain Cotton Wileox, 
is 
\ \ 
626 


N 


4 
| 


By BRIGGS 


on his head and having the well-| 
‘known goatee that all Kentucky col- 
'onels are supposed to wear, who was 
‘most eloquent and insistent that some- 
lbody cover his thousand dollars. In 
;desperation he mounted a_ table. 
| Waving a stack of bank notes he 
shouted, “I hold here in my hand 
'$1.000 which I will wager against 
'$700 that little Centre college beats 
,vour famed Golden Tornado.” Get- 
‘ting no takers from his dramatic ap- 
ipeal he turned to a passing bell hop 
‘and shouted. “Boy, page Atlanta and 


| Something Is Always Taking the Joy Out of Life 


AND JoE COMES “THROVGH 
WITH A SWEET, HIT — 


=_ —" 


AND ONE RUN MEANS A TIE 
AND TWO RUNS WILL PUT THE 
GAME IN THE BAG— L277, 

: EV’ RYBODY 


VD 
Hd / 
HERE GOES n\ z My MOVE. ATTA 


OUR OLD ! 
ALL GAME 


WHEN YOU GET THE BIG BREAK 
IN THE NINTH INNING OF A 


TIGHT GAME, AND A PAIR OF 
SINGLES PuTS MEN ON FIRST 
AND THIRD WITR TWO GONE — 


HEADS 


| <A few minutes later he ‘again made | 
i his appeal to lav $1,000 against S700, | 
and when again no response came he 
turned to the bell bov and said, “Boy. 
| Page the whole state of Georgia and 
‘tell it Kentueky’s here.” Whether 
he finally got covered is not known. 
i but many of his companions did and 
‘went back to the Blue Grass poorer, 
'but far wiser. But at any rate, they 
were a game bunch of betters, 


| 
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j 
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JACK DELANEY iii. (Qs 
AND RENAULT )igAiiSMiiiiiihias 
FIGHT FRIDAY 
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SAY, KEEP OFF THE COACHIN? 
LINES OR GET ON OLD GOLDS 
NOT A COUGHIN A Ree ae 
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i : GO 
BUT WHEN YoU OUGHTA SEND | AND THE LUCKY STIFFS 
THE te RUN HOME, You |} OUT AND GRAB. THE SUGAR 


. START CoveHin’® AND THE 
RUNNER STICKS To THIRO [zs — ——— 
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New York. October 11.—(TUhited 
| News.)——-The French-Canadian heavy- 
‘weight boxing situation is due for 
‘considerable clarification Friday night 

when Jack Delaney. who not so long 
'ngo was touted as the man who beat 
(gene Tunney, meets Jack Renanilt. 
who a few years ago was certainly 
the logical opponent for Jack Demp- | 
I sev, 

Both 
the 

now 


Delaney have | 
these days, 
on coming 


Renault and 
down trail sinee 
both are bent 


hit 
and 
back. 

Delaney vas beaten by Jimmy Ma- 
loney, the roly-poly Boston fish-mon- 
ser, and was losing to Paolino, the 
‘Basque, when saved by a foul. Re- , 
nault grew fat and slovenly and was ; te 
an easy victim for Jack Sharkey and | “4 
George Godfrey. .» ‘ 

Now this pair of French-Canadians phn 5 * 
meet in what may be considered the; - 1 : | Mg LL ZY) tie. PY, 

. a ill . . . 1 age La 4 Mf 4 - J’ 
first of the heavyweight elimination , PHOT 2 ae” wh Me . 


, bouts of the indoor season. Each has 


The Smoother and Better Cigarette 
....nota coughinacarload. 


‘the peak that he knows what cham- 
© 1927, P, Loviliard Com Bot 1260 


a2 


| Renault, weighing close to 200, will 

have a considerable weight advantage 
‘over Delaney, but if Bridgeport Jack 
| is im shape that will not trouble him. 
Delaney, having proved himself an 
“in-and-outer” is due to be “in” for 
the occasion. 


Seems So. . 


There's a lot of money ahead of 
Dempsey yet, says Tex Rickard. 
iA~‘er looking at his last two ring 
Leong we'd say there was a lot of 


money right with him ar 


'pionship fighting is about. 
y 
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{EATERS 


HEATRICALS— 
* ERLANGER—Ziegfeld’s “Kid foots.” 

VAUDEVILLE -PICTURES— 

f sees CAPITOL—Five acts; ‘The 

‘| REITH'S GeonG: 

3 ri E'S GEORGIA—Fire acts: 
e 

3)  Lorw’ ‘s GRAND—Five 


**The 
acts; **Th 
d to Romance. . 


ge te gat hee 
‘on ort in “‘Iceland Frolics.’ 
‘FEATURE PICTURES— 
MAIO a ‘he Drop Kick." 
e First Night.’’ 
MOVIES 2 
‘* ALAMO NO. 1—‘“‘Rider of the Law 
ALAMO NO. 2—**I’r ince Pg A cach ge 
TUDOR—""Tine Slayer.’ 
REIGHBORHOOD MOVIES— 
—Biack Diamond Express.”’ 
MADISON—° *T) Fl ore 
at hae. ‘oun aming. Forest. 
ald DE LEON—' ‘New. York." 
EST BHD hore ales, 


Magic Flame ;’ A! 
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Erlanger. — 

There will be a popular- ‘priced mati- 
hee today of “Kid Boots.” the Ziex- 
feld musical comedy hit, which is the 
attraction at the Erlanger 
this week. Never before in a_the- 
atrical production has the spirit of 
youth been so manifest as is this mu- 
sical play. The book of “Kid Boots” 
unfolds a story of golf at Palm Beach. 
Tt is Mtleciousls peppy and it is fur- 
ther warmed up by some exceedingly | 
clever fun-making scenes, some of the 
snappiest dances seen here in a long 
time, and a number of songs that are 
outstanding - in merit. The Ziegfeld 
chorus is young and rollicking. “Kid 
Boots” also is assisted greatly by a 
rattling good score by Harry Tierney. 
The book and lyries were provided by 
William Anthony McGuire. Otto Har- 
bach and Joseph McCarthy. Edward 
Royce staged the production. 
also adds distinction to the eredit of 
this musical play. Seats for all per- 
formances are on sale at the theater 
box office, M. Rich & Bros. Co. and 
Phillips & Crew Piano Co. 


-_--— 


Coming to Erlanger. 


Given as an illustration of the tre- 
mendous amount of staff work de- 
manded for the making of a large mo- 
tion picture, that Cecil B. DeMille 
Pictures cqpporation offers figures to 
the effect fhat before work was start- 
ed on “The King of Kings,” the orig- 
inals of copies of 200 paintings of the 
life of Christ were collected. 
Kings of Kings” will be the attrac- 
tion at the Erlanger theater for. a 
week’s eng yagement, beginning Monday 
night, October o4 with presentations 
twice daily thereafter. Mail orders 
are now being received. The box of- 
fice seat sale will open tomorrow 
(Thursday) morning at 10 o'clock. 
Seats may then also be had at M. 
Rich & Bros, Co. and Phillips & Crew 
Piano Co. 


_— - -< 


Keith’s Georgia. 


Colonel Charles Lindbergh has vis- 
Sted Atanta and now on his way to 
other cities, but the reeord of his 


achievement remains and the complete | 


(,eor- 


history is being z shown at Keith’s 
Alone” 


gia theater. “Lindbergh Flies 


theater | 


The cast | 


“The | 


tells the story of his amazing flight | 


to France and his triumplHant return, 
showing the marvelous receptions 


/ South 


given him in varous cities of America | 


London and 
Eagle,” 


as well as Paris, 
sels. “The Fighting 
Rod LaRocque, 
play of the week in addition to Keith 
vaudeville, 


with 


Capitol. 

One of the most gorgeous opening 
acts seen on any Atlanta vaudeville 
Stage this season is the presentation 
of the J.ittlejohns on the Pantages 
bill at the Capitol. The set is one 
of the most striking ever seen in At- 
lanta and the performance is one of 
the most novel. The Littlejohns are 
jugglers, who do their work 
standing on rolling balls, and they 
juggle everything from knives to bat- 
tle axes, 


~—~—— - 


Loew’s Grand. 


’ Kasily ranking as one of most 
pleasing vaudeville bills of recent 
months the program at Loew's Grand 
theater this week is winning much 
favor. It is headed hy Lester 
& Co., a big dancing act. Lester 
18 a,marvelous young dancer and he is 


the 


while | 


Brus- | 


is the featured film | 


«drama 


: 


ithe Lyric Players. 
the new 
beautiful stock Jeads 
‘and she is fully qualified to lead the 
| Forsyth 
ords than the old company made, 
ter Regan is a debonair leading man 


ND—''Love'’s Greatest Mistake,”’ | 


| Jordon. 


tNational’s great story 


ithe 


Blinor 
with 
theater 
a brand-new personality, 
well, 
sky 


what 


Lane | 
Lane | 


assisted by eight young girls, fresh and | 


pretty, and they are all § finished 
dancers. Ramon Novyarro is 
in “The Road to Romance,” a. stir- 
ring play of the sea based on one of 
Joseph Conrad's novels. 


Howard. 


* This week at the Howard 
Ronald Colman and Vilma Banky, 
screen's most fascinating lovers, 
he seen in “The Magic Flame,” which 
is said to be one of their best pic- 
iures. Ronald Colman plays two roles 
in the film, that of a count and that of 


theater 
the 


starred | 
to New York city 
i surely 


7 


Can | 


| 
| swayed 


| 


‘dies First” 


a clown. It is Vilma Banky whom 
Colman’s two characters love and 
struggle for. The regular Publix stage 
show, “Iceland Frolics,” a cooling igloo 
full of fun, is said to be pleasing 
Howard audiences this week, in sup- 
port of Al Short and his Melody Boys. 


Forsyth. 

Presenting “Loose Ankles,” a de- 
licious and uproariously funny farce 
comedy as the initial vehicle, the new 
Forsyth Players opened at the For- 
syth theater Monday night to an en- 
thusiastiec audience, and on Tuesday 
night was seen by an audience that |} 
carried one back to the old days of 
In Helene Dumas, 


has one of the most 


group 


rec- 


Wal- 


Players to even greater 


with fu captivating comedy part in 
“Loose Ankles.” Aileen Meehan, Jack 
Barton MacLane, Stanley An- 
drews, Thelma White, Frances Wood- 
bury, Ainsworth Arnold, the director; 
Bob Robinson and 
are others of the splendid 
“Loose Ankles.” 


cast of 


Metropolitan. 


Every essential ingredient for screen | 


entertainment is contained in First 


today, “The Drop-Kick,” starring 


Richard Barthelmess, at the Metropoli- | 


tan theater this week. Enrico Leide, 
conducting the Metropolitan orchestra, 
is presenting a very attractive musical 
score. ‘The extra screen attractions 
are a Hal Roach comedy, “Wise Men 
Prefer Brunettes,” and the Metropoli- 
tan News and Views. 


ee 


Rialto. 
Walter Hiers, 


one of the stars in 
“The First Night,” closing today 
Rialto. was born in Cordele, Ga., 
received his education in Savan- 
nah and the Peekskill Military acad- 
emyv. He began his stage eareer in 
vaudeville appearing in 
sketches. He hegan his screen career 
appearing in “It Pays to Advertise.” 
“What's Your Husband Doing?’ 
“Hard Boiled,” “Going Some,” “La- 
and in the Tiffany 
“The First Night.” 

the Rialto head- 
Friday and Sat- 


and 


duction of 
“Arizona Bound,” 
liner for Thursday, 
urday, 
another of Paramount's series starring 
the new western hero of the films. 


es 


Ponce de Leon. 


“New York,” starring Ri€@ardo 


Tn 


Cortez, which is playing for today only | 
is por- 


at the Ponce de Leon theater, 
trayed the throbbing heart and 
of the great metropolis of the 
verse. The story is one 
to prove immensely popular with the 
average movie-goer and it is 
lently east and directed. Cortez scores 
a great hit in “New York” with 
assistance of a remarkable story 


soul 
WwDi- 


excellent support 


Tudor. 

James Oliver Curwood's “The 
Slaver,” which is being shown at the 
Tudor now, is a thrilling tale of the 
Seas, and of a man who recog- 
nized no law except his own, who plied 
his trade in human beings for gold, 
until stopped by a young man who 
knew no fear. Pat O'Malley, Carme- 
lita Geraghty and J. P. McGowan have 
the leading roles. 


—_—-—— 


Community Theaters. 


Tenth Street—Richard Dix 
a mixture of comedy and 
at the Tenth Street 
today in his latest picture, 
power.” ‘Those who have seen 
before know the type of entertain- 
ment he gives and “Manpower” is 
strictly a Dix pieture. 
lady is Mary Brian, 
“Knockout Reilly.” 


plays 
melo- 
theater 
“NMan- 


in 


who starred 


in 


** 


Bronson, 


Palace Theater——Deity 
“Ritzy, 


Glyn’s latest novel, 
Hall. is at the Palace 
Miss Bronson adopts 
one that fits 
little chin in 
Way across 
she finds 


James 
today. 


her 
her 
where 


Is, 


with 
she ritzes 
to London, 
real ritzing 


and 


Sens, out 


West End Theater—‘Love'’s Great- 
est Mistake’ Paramount-Liberty 
Magazine super special, starring Eve- 
Ivn Brent and William Powell. Miss | 
brent, as a little country girl, who goes | 
in search of thrills, 
finds them but she 
“Love's Greatest Mistake. 2 , 


Rome Feels Quake. 
Rome, October 11.—(?)—A 
earth shock rocked Rome. this 
noon, the heaviest shock being r-cord- 
el at 5:46 p. m. Hanging lamps 
in buildings, but the shocks 
were not heavy enough to break any 


slight 
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Does It Supplant 
THE CREDIT 
DEPARTMENT? 


No—credit insurance does not supplant the 
credit department any more than fire insur- 
ance supplants a fire department. 
the latter’s function is to prevent fires from 
occurring and to fight them when they do 
occur, so-the business of the credit depart- 
ment is to prevent and check bad debt losses. 


American Credit Insurance . 


backs up and supplements the credit de- 
It guarantees that losses from 
bad debts will not exceed a fixed and definite 
sum. It guarantees that you will not have 
a normal loss one year or a number of 
years and then overnight have your cur- 
rent and past profits blotted out by unex- 
pected, unpreventable failures of good 


partment. 


customers. 


The whole story will be told to interested 
Manufacturers and Jobbers on request. 
Hundreds of other well-known concerns 
have already found it to be an interesting 
story—and profitable, as weil. 


AMERICAN 


CREDIT~ INDEMNITY Co. 


J. F.M* FADDEN, prasipent 


OF NEW YORK 


101 Marietta St. 
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L. A. SCOTT, Mer., 
Southeastern Dept., 


Atlanta, Ga. 


? 


Just as 


Phone WAI. 3412 


crockery or slam doors. 
a 
\ 4 


the country, | 


Antoinette Rochte | 


of college life | 


at | 


numerous | 


pro- 


will bring back Gary Cooper in | 


caleulated | 
excel- | 


the! 
andl | 


Dix | 


Dix’s leading | 
in | 


the | 
the | 


avolds 


after-; 


GROWERS WARNED 


10 HOLD cOTTO 


{Bureau of America Tuesday sent a 
warning to all southern governors 
and principal newspapers in which 
they warned cotton growers and own- 
ers to hold onto their stock for an) 
‘inevitable rise in prices. 

The warning follows: 

“Professional operators here know- 
ing that the cotton situation 
most bullish since the war, are ham- | 
mering the market in an effort to, 
shake southern interests from their | 


[holdings so that they can accumulate | jy, 


| large lines of long cotton to be held 
'for the sensational advance which is’ 

bound to occur after the peak of the 

movement has passed. 
| Farmers and merchants should hold | 

their cotton and not become panic-,; 
I stricken and unload their product | 
| right on the bottem of this decline, | 
| playing into the hands of these sharp- 
| shooters. 


CAIN MADE HEAD 


New York, October 11.—(4)-- 
Charles S. MeCain, of Little Rock, 
Ark., vice president of the National 
Park bank of New York, today was 
officially elevated to the post of presi- 
dent of the bank with which he has 
been connected about 18 months. 
| He succeeds John Hamilton Fulton, 
| who died recently. MeCain has a large 
-aequaintance in banking circles iw 
‘the sonth and west. 

Mr. McCain was born at Pine Bluff. 
Ark., January 18, 1884. He took an 
| A.B. at Yale in 1904. He was married 
in 1917 and has two sons and a 
daughter. While president of the 
Bankers Trust company he was elect- 
ed vice president of the National Park 
bank January 1, 1926. Mr. McCain 
is a member of executive council, 
American Bankers association, and 
Reserve City Bankers association, 


j 


News, Views 


And Reviews 


Stock Letters. 


LIVINGSTON & CO. 

York. October 11.—The rally which | 
|} started in the late morning trading eon- 
‘tinned through the afternoon. Profit- 
taking developed near the close in view of 
the holiday tomorrow. 

On the whole stocks 
hetter today than we expected. 
tinue to think that a great many 
|in more or less of a doubtful position, but 
(on the whole we look for continuation of 
| special movements rather than any general | 
}advance or general break. 

There is enough selling 
facter in many issnes to 
iilown of long commitments 
'we would purchase only those stocks 
(are in a strong position, 

We think such issues as General 
Texas Gulf Sulphur and Sontherno 
'and Montgomery Ward and Continental 
lwill sell higher, but so far nas most 
| the motors, 

‘cialties are concerned, 
l te liquidate a large 
strength. 


New 


considerably 
We con- 
issus are | 


acted 


of a good char- 
warrant eutting 
on advances and 
which 


Motors, 

Railway | 

Gas | 
of 


would. he inclined 
of holdings on 


we 
part 
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HUBBARD RROS. & CO. 

market today, and it 
is a feature not to he ignored, war the | 
| continued absorption of cotton by the trade. 
This is the most healthy condition” that 
‘could exist. Yesterday we had the liquida- 
tion of disappointed long holders because 
of the action of the market on the burean 
report, it was generally believed that tie 
trade would not enter the market above 26 
cents level, but it seems they are showing 
ja decided willingness to take cotton now 
;on all setbacks around this level. 

The market is also being strengthened by 
ithe trade placing limited orders to the 
cotton on every decline in the market, 

From our reports from the south, gin- 
inings nre likely to fall off noticeably on 
the next report it is remarked from some 
quarters that this srop is the fastest BE cence 
lcrop on reeord This being fhe case, the 
| xinning fizures of October & cannot be classed 
(as too high and should not be put down 
as a very bearish factor 
Tomorrow the market will he closed ae 
j cause of the holiday—Columbus day. | 

Liverpool futures are due tomorrow ; 
11.08; Mareh, 11.10. 


SOUTHERN RAILWAY 
STOCK DISTRIBUTED: 
IN WIDER RANGE 


Richmond, Va., 
cial.) -—More 


| 
: Cotton Letters. 


The feature of the 


— eee ee 


{ 


| January, 


Gcrctie? 11.—(Spe- 
general distribution of 

the stock of the Southern Railway 
‘company wes sbown. at the annual 
meeting of the stockholders held here 
| today, there now being a total of 17,- 
1188 stockholders with an average 
holding of 110 shares, as compared 
with 14.876 stockholders with an av- 
erage holding of 125 shares a year 
ago, an increase in the number of 
stockholders of 2.528, or 17 per cenf. 
The principal business at the meet- 

ing was the reelection to succeed 
emoenryes of the following directors: 
i'Gaspar G. Bacon, of Massachusetts; 
| Fairfax Harrison, and 
Jeremiah Milbank Ki. 
Reynolds, of New 


PARAMOUNT NEWS 
SHOW COMPLETE 
LINDY PROGRAM 


Virginia, 
Jackson 


of 
and 


York. 


News pictures giving a 
complete record of Lindbergh's acti- | 
vities here Tuesday afternoon from 
the time of his arrival until after his 
nddress at Grant field, were shown 
lat the 7 o'clock night show at the: 
‘Howard theater, thus establishing 
‘what is believed to be a record in 
| local news reel production. 

The films are not “rushes” but 

‘clear and clean prints of the sort 
‘that composed the remainder of the | 
(aramount News. The news reel | 
/shows the arrival of Lindbergh from 
ithe time when the “Spirit of St. 
‘Louis’ first appeared, a speck inj 
‘the sky until he taxied down to a 
i perfect landing on Candler field. It 
'then recorded his progress downtown, 
icheered by the immense crowds, and 
gave many Close-ups of “Lindy” him- 
self, speaking before the microphone 
on the special stand in the center of 
Grant field. 
The regular Howard bill this week 
composed of “The Magic Flame.” 
istarring Vilma Banky and Ronald | 
| Colman. on the sereen, and an ex-} 
iceptionally good stage show offered ! 
‘by Al Short and “Iceland. Frolies,” 
‘the Publix band unit. This is “Col- | 
lege Week” at the Howard, and Tues- | 
‘day night was Oglethorpe night, with 
| Eddie Ferre!! and Dick Hancock. ban- | 
| jo aces from the school, appearing as 
| special attractions. 


Paramount 


| is 
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‘WALTER L. ROSS 
SELLS EXCHANGE 
SEAT FOR $250,000 


October 11.—(#”)—Wal- | 


New York, 
iter L. Ross, 
| noted kidnaping vietim, 
cof his seat on the New 
Exehange fer 8250.000, 
| price ever recorded for 
, ship. 
| Ross offered his seat for sale at 
| $9968.00 two months azo, and left it 
to exchange authorities to complete 


the deal. f 


brother of Charley Ross, | 
has disposed | 
York Stock | 

the highest | 

a member- | 
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| erate, 


isteady. 


$1.00 


|} mand moderate, 
track, 
'S$5.00@ 5.50; 
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| moderate, 
‘lugs and four-basket crates, 


‘around 
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; rada 
' moderate, 
‘steady. 
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+ track, 
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NEW YORK COTTON RANGE. 


Prev: 
Open. High. Low. Close. Close. 


. /20.20/20.42/20.16/20.40 {20.32 
(20.50) 20.72120.32!20.63-65/20.55 
{20 | 20.7 )20.38|20.68-72|20.62 
120.66 | 22.01/20.66)20.94-97 | 20.86 
20.90/21. 21120484121. 12- 14/21.05 


Jan. 
Mar. 
May 


NEW YORK SPOT COTTON. 
New York? October 11.—Futures closed 
steady; 6 te 8 higher. Spot quiet; middling 


| 20.90. 


NEW ORLEANS COTTON RANGE. _ 


Prev. 
Low. Close. Clore. 


(20.52 


Open. High. 


. | 20.35 | 20.69/20:35 |20.67-68 
; 20.45} 20.85/20.45/20. 74-77 | 20.62 
. 20.53/20. 89 20.55) 20, 77-82 20.67 
»/ 20.75 21.07)20.71 | 20.97-21 | 20.90 
. 20.88 21.17 20.84 21.08 [21.00 


' Oc t. 


ORLEANS SPOT COTTON. 
New Orleans. October 11.—Spot vee 
closed steady, 12 points down. Sales, 2,305: 
low middling, 18.84: middling, 20.69; good 
oe eg 21.44; receipts, 10,260; stock, 


CHICAGO COTTON RANGE. 
Leased Wire to The Constitation.) — 


Prev. 
___ Open. High. | Low. Close. | Close. 


(20.67 | 20.67 | 20.67 | 20.67 ~ 120. 80 
120.65 20.97) 20.5 58/20. 94 ; 
. 20.6821. 03}20. .64)21.00 
20.951 21.24)! 20.8: 5/21. 20 
° (21.03 21.95/20. 95 21. 0) 
. '20.83/21.00/20.83 21.00 


Oct. 
Jan 
Mar 


May 
July 


New York, October 11.—(4)—An 
early decline in the cotton market to- 
day was checked by trade buying, and 
rallies followed on covering. Decem- 
ber contracts sold up from 20.32 to 
20.72 and closed at 20.63, the general 
market closed steady, at net advances 
of 6 to-S points. 

The market opened easy at a de- 
cline of 14 to 1S points under a con- 
tinuation of yesterday's selling niove- 
ment, encouraged by relatively casy 
liverpool cables and reports of con- 
tinued good weather in the south. In 
addition to further liquidation of old 
long accounts, there was considerable 
southern pn here on this early de- 
cline which extended to 20.32 for De- 
cember and 20.66 for March, or about 
20 to 24 points net lower. 

In the case of December, this made 
a break of 148 points from the high 
price touched immediately after pub- 
lication of the government crop report 
Saturday, and carried’ the y-arket back 
within 9 points of the low prices reach- 
ed on the decline late last month. 
Covering became more active at these 
figures, as if recent, sellers were in- 
clined to take profits in advanee of 
the holiday tomorrow. While there 
also was considerable buying below the 
2091-2 cent level, for December, be- 


lieved to be is tt account. Rallies 
followed, accompa ta. . by reports that 
holders ‘of spot cotton in the south 
were resisting declines and that tle 
basis was generally steady. ‘There 
were also reports of price fixing for 
domestic and continental trade ac- 
count, which probably contributed to 
the recovery. 

Active months sold 15 to 17 points 
above yesterday’s closing figures, 
March advancing to 21.02 but demand 
seemed to taper off at that figure, and 
there were reactions during the after. 
noon under renewed southern hedging 
or realizing by some of the earlier 
buvers for a pre-holiday rally. Prices 
lost about 20 points of their gain, but 
the late afternoon market stiffened 
up when there seemed to be a re- 
appearange of trade demand. Closing 


prices were within 8 to 10 points of | 
in mer closing at 


the best. 

Port reeeipts today. 94.086; United 
States port stocks, 1,935,517: exports 
today, 34,459, making 1,400,984 so far 
this season, 


$2 A BALE RECOVERY 
MADE IN NEW ORLEANS. 

New Orleans, October 11.—()— 
Short covering in advance of the 
holiday tomorrow and prospect for re- 
turn of bad weather caused a recov- 
ery of approximately $2 a bale from 
an early decline in the cotton market 
today. December contracts traded up 
from $20.45 te $20.85 and closed at 
$20.74 compared with $20.62, yester- 
day's closing figure. ‘The general 
market closed steady at a net advance 
of 7 to 12 points. 

The market opened @asier in sym- 
pathy with lower Liverpool cables 
and first trades showed losses of 17 
to 22 points with January at $20.45 
and March $20.71. The initial prices 
proved to be the lows of the day. 
The early weakness was attributed 
to hedge selling and some selling by 
ring traders on the poor cables. 
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NER SLUM 
IN CURB TRADE 


New York, October 11.—(/)— 
Prices of curb stocks drifted irregu- 
larly today. Issues which had dis- 
played marked activity in previous 
sessions suddenly became sluggish and 
dull, while withdrawal of: pool inter- 
ests in a number of stocks caused 
slumps running from one to more 
than five points. 

Celanese and Celluloid shares were 
among the weak spots, particularly 
the New Celanese common, which 
broke 5 points to around 104, 13 
points below the year’s high, estab- 
lished two weeks or so ago. 

Some of the high priced issues, 
such as Roval Baking Powder and 
Pittsburgh Plate Glass dropped rap- 


idly on a few odd-lot sales, the for- 
235, against a year's 
high of 330. 

‘Renewed buving of Johns Manville 
after the recent sharp slump, car- 
ried the price up to 122 1-2, a gain 
of more than 5 points, but realizing 
at the top clipped away about half 
of the advance. Borden company 
moved up briskly to a new 1927 max- 
imum around 154. 

Public Utilities attracted much less 
attention than in former sessions, and 
price changes were few and narrow. 
Oils as a group displayed a firmer 
tendency. Imperial of Canada and 
Vacuum gave particularly good ac- 
counts of themselves. 

Bancitaly was traded in to a mod- 
erately large extent following an- 
nouncement that directors had recom- 
mended a 25 per cent stock dividend, 
but the price held close to yester- 
day's final quotation of 113, 


Yesterday’s| 


, P mtr } 
Prices rallied on the official fore- | 
cast for unsettled weather and short | 


covering. The buying increased as 
the session progressed and by noon 
January had traded to $20.89 and 
March $21.07, 36 to 39 points net 


up. 

* after the demand had been sup- 
plies, the market quited down con- 
siderably and prices eased off about 
10 points on lack of sustaining sup- 
port. There was little disposition 
to trade in advance of the holiday 
and also on the prospects for rain 
in the belt over tomorrow and the 
market closed 9 to 12 points under 


the top. 
Exports for the day, 34,459 bales. 


Chicago Grain Quotations. 


(Ry 
Chieago. October 11.- 
for the Chicago grain market: 
WHEA Ir— 
December 
March 
De remo ed 
( ORN— 


| October 


December 


October 
December 


| March 


most of the steels and many spe-; 4 


October 
November 
December 
January 
RIBS— 


Octeher 


Leased Wire to The Constitution.) 
Following are yesterday's (Tuesday) board of trade quotations 


Close. Prev. Close. 
1.30} 
1.338% 


1.35} 


Low, 


Tt 
08 
934 
Pa} 


46 


Atlanta 
Produce 


and 
sup- 
mod- 
Vir- 


AIPLES—One Maryland, 1 Oregon 2 
w ashington arrived, 11 cars on track, 
plies moderate, demand and trading 
erate, market steady. Iiarrels, West 
ginjia, U. 8S. No. i, -inch min., 
aalden. $5.00: Winesaps. $7.00. Boxes, 
| Georgia, nares Staymans and Winesaps, 
medium to large, © grade, $2.50, fancy $2.75: 
© grade, Black Twigs, $2.25. Washing- 
ton, medium to very large, Winter Bananas, 
grade, $2.75. bushel baskets, 
and West Virginia, U. $ No. 
Giolden, 2}-inch min., $1. 73@: ».60: 23 
inch., $2.00; ’l-ineh min... $2.25; 22 
inch Jonathans, §&2.25. Delicious, 
min., $3.75. Georgia, to 2j-inch Wine- 
saps. $1.75. 
BANANAS—Two imported arrived, 4 cars 
track, supplies moderate, demand mod- 
market steady at $4.50@4.79 per ewt. 
BEANS, GREEN—No arrivals, 1 car on 
track, supplies and demand moderate, mar- 
ket steady. Maryland, bushel hampers, 
fancy, stringless, $2.75. Tennessee, bushel 
hampers, good quality, $2.50. 


o} 


1, Grimes 


to 2i- 


ra) 


stringless, 
CABBAGE—Two New York and 1 Wiscon- 
sin arrived, 7 cars on track, supplies mod- 
erate, demand moderate, market sleady. 
New York, Danish type, crated-locally, small 
to medium. $2.50, small mostly $2.79 per 
ewt. Virginia, Danish type. crated, small 
to medium, mostly around $2.75 per cwt. 
CARROTS—No arrivals, no cars on track, 
supplies moderate, demand moderate, market 
stendy. New York, bushel baskets, packed 
locally, washed, mostly $1.50. 
CANTALOUPES—No arrivals, 
track, supplies light, demand slow, market 
Colorado, standard flats, pink meats, 


arrivals, 1 car on 
demand moderate, 
York and Colo- 

few slightly 


CAULIFLOWER— No 
track, supplies moderate. 
market about steady. New 
are crates, mostly $2.00; 


n 


New Work 
and 


Colorado and 
on track, supplies 
market steady. 
"*.2 erates. 4 dozen sizes, mostly 
COCOANUTS—No arrivals, no 
supplies ad demand moderate, market 
steady at $5.50 per 100, sacked. 
GRAPEFRUIT—No arrivals, 1 car 
track, supplies moderate, demand slow, 
ket steady, Florida, boxes, best 
Porto Rican, boxes, 


CES ERY —One 
arrived, oo cars 


on 
mar- 
sizes, 


Ha OO. 

California’ arrived, 15 | 
moderate, demand 
steady. California 
Tokayvs, $1.65@ 
$1.50: Cornichons, 
Thompsons, $1.25 


Three 
Supplies 
about 


GRAPES— 
cars on track. 
market 


Malacas mostly 
few slightly higher; 


1.40: 
$1.40. 


(\@i.40 


arrivals. one car on 
demand = slow, 
standard crates, 


No 
moderate, 
California 


HONEY DEWS 
track, Supplies 
market steady. 
£2 50. 
Two California arrived, one car 
diverted, two cars on track. Supplies mod- 
demand moderate, market 
California boxes, best, 80.00. 

LETTUCE—One California 
arrived, four cars on track, 

demand moderate, market about 
California crates, leeberg type, 4-5 
sizes, $3.25403.50: Colorado § crates, 
lceherg type, 4-5 dozen 8.708, around $3.75. 

ONIONS—No urrivals, one ear on track. 
moderate, demand slow, market 
sacks. 0. . Now 1, Indi- 
S2. bas ; A): 


LEMONS 


two Colo- 
Supplies 


and 


dozeu 


dull: 
an 


100- pound 
nnd Ohio whites, 
$Y OO@2.25. best 82.15 2.25. 
ORANGES—No arrivals, five cars 
Supplies and demand moderate, 
California boxes, Valencias, 2168 
$7.25@7.50: Florida boxes, car 
ran sizes, $7.00@7.50: Porto Rican boxes, 
“l6s and targer. mostly 85.50. 

P’EARS—No arrivals. one car on 
and demand moderate, market 
| steady New York bushel baskets. Seckels, 
$3. WW@3.7 75> 0«6Uaccording to size: Washington 
re Bartletts, faucr, medium to large, 


Colorado, three Idaho ; 

16 cars on track. 
and trading 

Minnesota 15#- 
No 


mar;r- 
ket steady. 
foe larger. 


track, 


00. 

SOTATORS—Ose 
and two Minnesota arrived, 
Supplies moderate, demand 
market steady. 
sacks, round whites, s. 1, 
Idaho sacked Rurals. U. S. No. 

mostiy around $2.40 per cwt.; 

Colorado sacked Brown Beautys, U. No. 
1, $2.50 per cwt. 


RUTABAGAS—Three Canada arrived, three 
cars on-track. Supplies and demand mod- 
erate, market od Canada stock sacked, 
$1.90@72.00 per 

SWEET POT ATOES—No arrivals, one car 
on track. Supplies moderate, demand slow, 
market steady. Tennessee bushel hampers, 
Nancy Halls, No. 1. $1.00: Georgia Porto 
Ricans, sacked, partly graded, $1.60@1.70 


recw 
TOMA TOES—No arrivals, one cat on track. 
moderate, demand slow, market 
steady. (California lugs, wrapped, best con- 
dition, $2.00; fair te ordinary condition, 
low as $1.0), 


pound 
&3.75- 


Ss. 


Chicago, Ovrtober 11.—Poultrr. 
receipts. 12 cars; fowls, 15@Z1e: 
Gflce: turkeys, 2e: roosters, 
84 Lie: geese, 1447196. 

Froit and vegetable market: 
canlifiewer, apples, tomatoes, 
changed. 


alice firm: 
springs, 19 
Ide: ducks, 


o Seay 
celery wn- 


Bweet potatoes, Seana, bushels, $1.00. | October, §2. 


steady. letrict middling, 


| North 
| @1.50: 


| 86@41c; 
isrimes | 


| 


Virginia | 
to wi. ! 


h-ineh | 


10.280: 


Se ee —.. <a 2 


stock 


no cars on 


sales 462: 


OS: 


160-pound sacks, 

$1.75@ 1.90. 
receipts, 170 
478: total United States 
cars: trading just fair: 
northern Wisconsin, sacked 
central section, $1.45@1.55. 
Dakota, sacked round whites, $1.40 
sacked, Red River Ohios, $1.40 

ldaho, sacked russets, $1.60@1.85, 
according to quality. 

Kutter lower: receipts, 9.884 tubs: cream- 
ery, extras, 45i4c: standards, 43jic:; extra 
firsts, 434@44c; firsts, 39@40ihc; seconds, 
S6@3Re. 

Egus higher: receipts, 
ordinary firsts, 
Octoher 11.—~—Eggs 
23.030 cases, Near-by 

extras, 54@64ce: Pacific 
firsts to extras firsts, 45@57c. 

firm: receipts, 202,930. 
poultry, nominal; -dressed poultry, 
unchanged. 


Onions, northern, yellow, 
$1.50; white, 
Potatoes, cars: on ‘track, 
shipments, 1,425 
market steady; 
round whites, 


Minnesota, 


@1.55 


4.035 cases; 
26@ 34c. 


firsts, 


firm: 
hennery 
coast 


New York, 
ceipts, 
browns, 
whites, 
Cheese 
Live 
firm and 


COTTON STATEMENT. 


Port Movement. 


Orleans—Middling 20.69: 
exports 16,845; sales 2,305; 
317,212. 


Galveston—Middling 20.60: 
168: anles 1.500: stock 462,645. 
Mobile—Middling 20.30; receipts 
sales 1,014: stock 57,796. 
Savannah—Middling “0. of; 
sales 252: stock 111,282. 
Charleston—Receipts 4,416; 
stock 61,638. 
Wilmington— Receipts 3,300; 
167: steck 13.7382. 
Norfolk — Middling 20. ‘on 
stock 33.362 
Raltimore—Stock 9381. 


New York—Middling 
220,120. 

Roston—Receipts 100: stock 5,300. 
Houston—Middling 20.50; receipts 


exports 6,525; sales 8,870; stock 


New 
stock 


34,- 
8,945: 


receipts 


receipts 6,068; 
exports 4,822; 
exports 6,- 


receipts 2,594; 


20.90; sales 


" 
ant Fe 


6s 


i972 


145%: 


| 
} 


| 
| 


best sizes, . 


! 
| 
, 
| 
) 


, dinary, 
, 6,400 


i Octoher. 


reds and | 


on | 


| 
| 
& 


ports 


Minor ports—Exports 190: atock 20,055. 
Total today—Receipts 94,086; exports 34,- 
sales 14.6032: stock 1,026,104. 


Total for week—Receipts 222,141; exports 


96.3260 


Total for season—Receipts 2,584,303; ex- 
1,362,451. 
Interior Movement. 
Memphis—Middling 19.90: receipts 8,536; 
shipments 4.442: sales 3.925; stock 150,062. 
Augusta—Middling 20.63; receipts 8.718; 
shipments 459: sales 112: stock 110,679. 
St. Lonis—Receipts 1,509; shipments 1,- 
300; stock 134 
Fort Worth—Middling 19.890: 
Little Rock—Middling 20.12; 
shipments 160; sales 1, 


sales 3.000. 


sales 974. 
receipia 1.- 
562: stock 


Atlanta- -Middling 20.65; 

Dallas—Middling 19.80; sales 8,665. 

Montgomery —Middling 20.00: sales 387. 

Toth] today—Receipts 20,240: shipments 
6,571; sales 18, 625: stock 262,671 


Liverpool Cotton. 


October 11.—Cotton, spot, 
easier. American 
12.28: good middling, 
11.58: middling, 11.38; etrict 
middling. 11.58: middling, 11.38: 
low middling. 11.08; low middling, 
strict good ordivary, 10.38; good or- 
9.92. Sales, 8.000 bales, including 
American. Neceipts, 10,000 hales; 
2.100 Futures closed steady. 
10.69; December, 10.99: January, 
March, 11.04; May, 11.06; July, 


fair 
strict 
11.93: 


Liverpool, 
demand: prices 
good middling, 


strict 
atriet 
10 73: 


American, 


11.7: 
10. O86. 


--—ee 


C sitonsned Oil. 


New York. October 11.- 
oil market was quiet today, prices fiuctuat- 
ing within a comparatively narrow range. 
Near-by positions were lower “under selling 
by refiners, while late months were gen- 
erally steady in sympathy with the rally in 
cotton and covering in anticipation of a 
bullish September consumption report. The 
‘lose was 10 points lower ta 6 points high- 
er. Sales 20.700 barreis. Prime crude. 9.50: 
prime summer yellow. spot 10.95; October 
i closed, 10.90: Decembee, 11.08: January. 
11.12: March, 11.29: May, 11.50. 


-The cottonseed 


New Orleans. October 11.—Cotton oil fu- 
tures were steadier today as liquidation so! 
| noticeable yesterday had about run its 
course as well as owing te the impending 
holiday. I’rime summer yellow oi! closed at 
19.45, or 5 points down, and prime crude 
closed at 9.50. Futures closed steady: Oc- 
tober, 10.45; December. 10.70; January, 
10.73; March, 10.88; May, 11.05. 


Cotton Goods. 


New York, October 11.—Cotton goods mar- 


| kets were very quiet today due to the ef- 


‘ 


: the 


fect of uncertain cotton values. New ging- 
bam prices are expected to be announced by 
heginning of next week. Raw silk 
markets were slightly easier. Burlap mar- 


_ kets were very quiet with prices unchanged. 


{In the wool 


goods division more attention 
the clothing trade to fabrics 


was given -in 
The dress goods 


with rayon mixed in them. 


toes is stil! doing better than @ rear ago. 


Flax. : 


aes October 11. ~—Ciose, flax, 
j November, $2.16; December, 


Duluth, 


Markets 
In Briet 


NEW YORK. 
STOCKS—Irerguiar; American Telephone 
reaches new peak. 
KONDS—Steady: Polish obligations firm. 
FOREIGN EXCHANGES—Firm; sterling 
new high 
COTTON—Higher: trade buying. 
SUGAR—Firm; high spot market. 
COFFEE—Steady: trade buying. 
HICAGO 
WHEAT—Easy; bearish 
mate. 
CORN—Easy: favorable crop reports. 
CATTLE-—Firm. 
HOG S—-Steadier. 


at 


government esti- 


Local Stock Quotations 


Supplied by Courts & Co., Hurt 
Building. 


Atlanta Trust Co. 8% 

Atl & Lowry Ntl Bk 16% 
Citizens & Southern Nti Bk 134% 
Fourth Nati 

Fulton Natl 

Ga. Sav. Bk. & Trust Co. dere’ 
American Suv Rank &% 

Atl. Iee & Coal Co. pfd 1i%.. 

Atl Ice & Coal com. 8% 

Ribh Mife Ca ofa 6% 

Biob Mfg. Co. com. 6% 

Cont Gin Co com 

Colum El & Pow Co pfd T% «. 
Col El & Pow Co 64% ....... 
Dinkler Hotels, A 8% wh 
Exposition Cot Mills pfd 1% ve 
Ga Rway & Pow Co list pfd 7% 
Ga Rway & Pow Ist ofd 8% .. 
Ga Pow Co pfd $6 


| inereased 18,548.000: 
| 851,969,999: 


re. | 


| tives and western grass steers: 
er; 


|vealers, 25 
receipts | 


| pigs, 
Ito 


Thomaston Cotton Mills pfd 649 
Atlanta, Bham & Coast 45% > ad 


Weekly F oreign 
Bank Statement 


REICHSBANK. 
October 11.—The reichsbank report 


Rerlin, | 
shows the following changes 


as of October 7, 
in reichsmarks: 

Gold and bullion decreased 228,000: reserve 
in foreign currencies increased 2,080,000; 
bills of exchange and cheques decreased 142,- 
464,000- silver and other coins decreased 
3,670,000; notes on other hanks increased 
7.445.000: advances decreased 89,668,000: 
investments. decreased 75.000: other assets 
increased 42,819,000: notes in circulation de- 
creased 178,382,000: other maturing obliga- 
tions decreased 18,927,000; other liabilities 
total gold holdings, 1,- 


rate of discount, 7 per cent. 


Live Stock. 


Mctober 11.—Cattle: 
steady trade 


Receipts, 
on fat na 
spots high- 

unusually 


Chicago, 
8.000; yvenerally 
closed weak: killing quality 
plain: 
ern shipment negligible, 
yearlings, 15.50: hulk fed 
down to 12.50; western crassers, 
she stock strong to 25¢ higher: 
to 50c up: mostly 14.00@14., 

heavy sausage bulls up 
00 


Hogs: Receipts, 20,000: 
pounds up and packing sows strong 
higher; others steady to strong: top. 
bulk good and choice 16 Oto 200 pounds, 11.00 
@11.75; 210 to 240 pounds, 11.60@11.85; 250 
to 300 pounds, 11.50@11.80; few big-weigcht 
butchers, below 11.00; 400-pound averages, 
downward to 10.75: most packing sows, 10.00 
@10.40; lightweights, 10.50@10.65: bulk 
9.75@10.40: strong weights upward 
10.65; shippers took, °6,500; estimated 
holdover 6,000. 

Sheep: Receipts, 17.000: fat lambs, 15 
to 25¢c higher than yesterday; quality rang- 
ing improved; bulk westerns, 13.75@13.90: 
several loads, 14.00; most natives, 13.35 
@13.50; seattering up to 13.75 to all in- 
terests; 110 to 130-pound buck lambs, 11.00 
@11.50; culls, 10.00@10.50: fat ewes steady, 
5.50@6.25: good %6-ponnd comeback year- 
lings, 11.00; feeding lambs strong: bulk, 
13.00@13.75; choice 64 pounders, 14.00- 
choice 85-pound ewe lambs, 14.25. 


WINNIPEG GRAIN. 
(By Leased Wire to The Constitution and 
The Chicago Tribune.) 
WHEAT— Open. 
October 3h 
December eee eeeeerereeeeeeeees 1.32 
OATS 
Netoher 
December 


extreme top ry 
native, 14.7 
9.254 sake: 
bulls strong: 
AO 
to big packers; to 
750, 

butchers 280 
to 10¢ 
11.85: 


Close. 


eee eeeeeeeeeeeeeeeee 1. 


f4) 


a) 


ee eeeereeveeee eee eeeee 


Coa Grain. 
October 11.—Wheat: 
6 mixed &hic: 
2 wea: 


Chicago, No. 2 hard 


No. 3 yellow 


= *) 


white 2c; No. 3 white 
433 @5le. 
Louis, October 11.—Cash wheat: 
$1.40@1.48: No. 2 hard $1.30. 
No. 3 mixed &88ic:. No. 5 
3 white 91@lée. 

2 white 514 @ve. 
Futures: Wheat: Hard December $1.29}: 
hard May $1.34? asked. Corn: December 90c 


split asked; May Y%5ic. 


No 


yellow 


- =e 


Kaneas City, October 11.— 
hard, £1.273@1.38}: No. 2 
$1.414@1.45. Close December, 


Wheat: No. 2 
red. nominally 


$1.24%; May, 


1 $1.294. 


loans steady: 


| Switzerland demand 
i 7 


Arzentina 
, 11.90. 


Money Market. 


New York. October 11.—Call 
steady: all loans 4: closing bid 4. Time 
mixed collateral. (0-00 dars 
4-6 months 4:@4i: prime mercantile 


tar silver 4557: 

Foreign exchanges 
cents: 

(;reat 
487 5-32: 


money 


3 ap: 


‘paper 31@4. 


Mexivan dollara 42}. 
firm: «notations in 
Britain demand 486}: 
GO-day bills on banks 482 
France demand 3.92 11-16: cables 
3.92 15-16. Italy demand 5.45): cables 5.46. 
Belgium demand 13.92. Holland demand 
40.104. Norway demand 26.37. Sweden de- 
mand 26.924. Denmark demand 6. Rt 4 
19.28%. Spain demand 
Greece demand 1.32}. Poland demand 
11.20 Czecho-Slovakia demand 4.963. Jnzo- 
Slavia demand 1.76. Ruamanta demand .624. 
demand 42.80. Brazil demand 
46.833. Shenghai de- 
demand 100.12 


13-16. 


7.42. 


Tokyo demand 
mand 62.00. Montreal 

London. October 11.—Bar silver 2 11-16d 
per ounce. *Money 3 per cent. Discount 
rates, short bils 4 5-16@48 per cent; three 


|months’ bills 4 5-16 per cent, 


Provisions. 


New York. October 11.—Rye: Steady: No. 

western, $1.00}; f. o. b. New York and 
i. f. export. 

Firm; malting 80ic c. 1. f. New 


Easy: middlewest, $13.20@13.30. 
Steady: No. 3, $19.00@20.00; sam- 
$12. O0E 16.9 
Futures opened easy: domestic De- 
K oe 


“ 


ple. 
Wient: 
cember, $1.325. 
fats: Neglected. Othere unchanged 
Minneapolis, Minn., October 11.—Flour, 
nnchanged Shipments, 78,045 barrels. 


26.00. 
northern,  $1.26¢@1 33. 
May. 


March, $1.31%; 


1 
“$1.281; 


| 


rg Sustain Dull Session; 


Shifts Make Irregularity 


DAILY STOCK SUMMARY. 


20 Ind. 20 R.R. 
Tuesday .......175.08 147.79 
Momday ..:.....174.42 147.56 
Week ago .... (Holiday) 
High. 1927 ....179.06 152.95 
Low 1927 oe 125.58 
Total stock sales 1,986,300 shares. 


— 


BY R. L. BARNUM. 


New York, October 11.—There was 
an active two-sided stock market de- 
spite the approaching holiday. 
movement of General Motors 
characteristic of the market 
whole. General Motors 
quickly in the early trading from 
136 to 137, dropped to 135 1-8 and 
then quickly recovered to 137 1-2. 

W. C. Durant, returning from 
six weeks’ trip abroad, was generally 
credited in Wall street gossip 
being a heavy buyer of General Mo- 


as a 


The | 
’ 
was | 


advanced | 


| 


ay 


with | 


tors on the belief that the’ price would | 


cross steel common before the next 
quarterly meeting of the two compa- 
nies. Steel common opened at 144 1-4. 
The steel corporation directors Will 
meet on October 25, and are expected 
to declare only the reguiar quarterly 
dividend of $1.75. General Motors 
directors, meeting a month from today, 
are expected by some to declare 4 
regular quarterly dividend of $1.25 or 
the new split up stock and an extra 
dividend of $2. 

_ Durant, who is believed to be act- 
ing for insiders, has a large follow- 
ing. However, the size of the bear 
party operating in the stock market 


is increasing with borrowed stock be- 


ing sold more aggressively. 
Content With Sales. 
Those who are working in the stock 
market are perfectly content to see 
professional traders sell borrowed 
stocks short. For a year 


fed stocks-shert only to see such stock 


* that 


f 


' cent] 


+ 
1:30} | 


A2j ever, 


I 


cables ; 


| 


go into strong hands with the prices 
absolutely advanced foreing short coyv- 
ering on advancing prices. 
Despite the costly . experience 
bear traders in the stock market dur- | 
ing the past year or more, the feel- 
ing is growing in Wall street that 
the stock market at the existing high 
price level and with brokers’ 
at the existing high level, is 


in a 


since the beginning of the year 251 
points and carrying the average price 
to 996 against the average price of 
141 for 113 stocks including the ten 
bank and trust company shares. 

Part of the increasing speculation 
in bank shares has been due to ru- 
mor mergers and part to the price ad- 
vance in bank shares resulting from 
buying by investment trusts. At reg- 
ular intervals during the past -year 
the public has been warned against 
trading in high priced bank shares of- 
fering an income return in some cases 
of less than 1 1-2 per cent. In each 
case, however, these warning have 
come from stock market observers, 
not from the bankers. The comment 
heard today on the foregoing com- 
plaints now being made by bankers 
is that it*makes a big difference whose 
ox is being gored. 


a 


Bank Clearings, Cotton 
And Other Quotations 


ATLANTA BANK CLEARINGS. 
Tuesday ~«« - $8,577,938.87 
Same day last year. 8,177,471.45 


weeeee$ 400,467.45 
Same day last week 8,569,029.92 
Same day 1925.... Holiday 
Same day 1924.... Holiday 
Atfente eget «cétcacner 
Sales cc eceeecceeces 
Shipments 
Receipts 

Stock 


Increase 


20.65 
3,000 

~ 291 
2,190 

. ‘21, 057 


eee @eGeeseeeeeesee ee st © 
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Atlanta C. 8. Products Market _ Senet 


(Crude oil 


iC, 
iC. S hulls, 
or more | 
| professional traders have sold borrow- | 


of. 


| 


| Cutters, 
loans | | 


position where any sudden unexpected | 


shock in the 
about a violent and sustained decline 
in prices such as oceurred in 
of 1926. There is no question but 
that signs indicating stock market 
nervousness are increasing. Almost 
simultaneousl¥Y with the appointment 
of Timothy J. Shea as head of 
securities board of the office of at- 
torney 
second 
out from 


has been sent 
the office of the attorney 
general to invesiment trusts 
ing in this state, Ome of the 
questions asked is: “Is the right 


questionnaire 


new 


general of New York state, a | 
' tations: 


way of news might bring | 


March | 
| opened 


| ing, 


the | 


operat: | 


re- | 


served to purchase securities on mar- | 


gin and sell securities short.” 
ment trusts are also iustrueted 
the new questionnaire that has 


luvest- | 
in | 
just | 


gone out to send in copies of all sales | 


literature used within the past year, 
including advertisements, circulars, 
form letters, ete. 

Investment Vital. 


When Shea was appointed he stated 
he considered investigation of 
investment trust the most vital prob- 
Jem facing state authorities because 
of the recent rapid growth of the 
number and size of these companies 
and the possibilities of unsatisfactory 
practices. The object of the 
tionnaires being sent out to 
rate the sound legitimate 
from blind pools. Undoubtedly action 
will be taken under existing laws to 


is sepa- 


| qQuiry 
| After selling off 1-32 
| vanced 3-32 


ques- | 
F af 
companies 


basie prime tank. 
Ga. com rate pfd. ‘ a5 cease AO 
T% car iet.... . 36.00@37.00 
7.50@ &.50 
.. 10.50@11.00 
Linters first cnt @ .10 
Lintera clean OF 
Linters second cut 04 


Atlanta Live Stock. 
(By Bragg, Millsan & Blackwell.) 
PORR 


Dixie corn fed hogs - +P 

Top Georgia hogs, ye. up... If. 

light hogs, 165 pounds down... 10.10 
Roughs sees 9.00@10.00 


8.\@4.00 
» 


8 
Ss 
8. 


c, 
0, 


meal, 
meal, 
balls, 


Kutchers, cows 
Medium  ateers 
(;00d buatchers. 
Veal calves 


Na 


steers , 
O4d .Of 


Coffee. 


October 11.—Coffee 
unchanged to 5 points higher today 
little further local or European buy- 
bunt after selling up to 12.77 for March, 
eased under realizing promoted by rather 
easier late cables from Rio. March closed 
at 32.72, the general market closing barelr 
steady, net 1 point lower to 6 points higher. 
Estimated sales 21,000 bags. Closing quo- 
December, 12.83: January, 26a 
12.72: May, 12.52; July, 12.55; Sep- 
12.40 


New York. futures 


on a 


March, 
tember, 

Spot quiet; Rie Ts, 14}: Santos 46, 20}. 
Cost and freight offers included Bourbon 
os and Ss at 18.90 to 19.40, 

Rie exchange on London and dollar buv- 
ing rate unchanged. Rio market 275 to 3200 
reis lower Santos unchanged to 75 reis 
higher. trazilian port receipts 70,000; 
Jundiahy receipts, 47,000. 


ere ee ee eed 


Sugar. 


October 11.—More active jn- 
in raw sugar today. 
of a cent prices ac- 
closing firm at 4.65 
Sales included 10,000 
bags of Cuban, afloat, at 4.55, and 28,000 
bags of Porte Rican and 50,000 bags of 
Cuban for October and November shipment 
at 4.65. 

decidediy firmer undertone developed 

raw futures on the bullish domestic 
beet sugar crop estimate and private re- 
ports from Cuba indicating that on his re- 
turn to Havana, [Dresident Machado would 
issue a decree withdrawing 150,000 tons 
sugar from the present crop, and that 
starting of the new crop might be delayed 
until January 15. These reports led to ac- 


New York, 
was reported 


of a cent, 


for Cuban, duty paid. 


| tive ewvering and renewed trade and Cuban 


| buying 


put out of business irresponsible in- | 


vestment trusts. 

Well informed Wall 
see signs indicating that Missouri Pa- 
cifie shares are being accumulated. 
According to gossip the company will 
before the end of the year announce 
plans for taking care of the $46 back 
dividends on the cumulative preferred 
stock. With these back dividends out 
of the way it would be possible to 
make dividend payment on the com- 
mon. For 1926 Missouri Pacific earn- 


street people 


ed after fixed interest charges enough | 


to pay 5 per cent on the preferred 


quota fat steers suitable for east- ; stock and S6. 09 on the common stock. 


| with 
land 
|; close. 


i 


| 


In 1925 this surplus was equal to_ 


4.9 per cent on the common after al- 
lowing for the preferred 
against 3.5 per cent for 1924. 
Motors Weak Again. 

Motors were weak again. 


companies, it is understood, 


dividend | 


3 ' St. 
Several | 
is plan- | 


ning to curtail production to permit | 


instead of at 
end of this year or early in 
Then. too, it is believed that Ford 
is going to begin large production in | 
the very near future on his new] 
model. No sustained improvement in | 
the motor industry is expected un- | 
til something definite is known about | 
Ford orders for new cars. 
Bank shares until recently 
traded in between investment houses | 
in what called over the counter | 
business. Most of the transactions 
were for cash, marginal trading in’ 
these shares having a thin market, be- | 
ing practically unknown. Until re- | 
the few hank shares listed on | 
New York stock exchange were) 
traded in around the comparatively | 
quiet bond posts. With the number | 
of bank shares listed increasing, how- | 
and with the market for these | 
shares much broader and more ac. | 
tive on September 19, trading in the | 
bank shares was shifted from the. 
bond market to the stock market. Now 
some of the bankers are uneasy ahout | 
the active market existing for their | 
<hares and there is a movement to| 
get the bank shares back into an in- | 
active market. In this connection it | 
is being pointed out by the bankers 
that a “bear raid” on an industrial 
stock that has been carried to a very | 
high price level through speculation 
might act as a healthy corrective 
whereas such a raid on a bank stock 
might raise some question in the 
public mind regarding the solvency of | 


the bank. 
Not Farsighted. 

Tt must be admitted that 
something in this argument of the, 
bankers. A banker, however, is sup- 
posed because of his special training | 
to be able to look further into “the 
future than the average business man. | 
Handling other peoples money he is’ 
supposed to be more conservative. But | 
it does not appear that bankers have | 
been very farsighted in handling the) 
situation now existing for their shares | 
According to the latest monthly fig- 
ures -available the average monthly | 
gain of 10 New York bank and trust | 
company shares was S82 points, elimi- 
nating fractions, making the gain 


stock taking now 


were 


is 


the 


there is | 


the | 
1928. 


| May 


| with 


unchanged to 2 
prices continued to advance, 
at the best of the session 
to & points above the previous 
linited, States department of 
agriculture estimated the domestic heet 
sugar crop as of October 1 at 6,760,000 tons 
of sugar heets, compared with last year’s 
harvest of 7.220.000 tons. Private authori- 
ties figured this to he equivalent to about 
783.928 tons of refined sugar, against pri- 
vate estimates of from 825.000 to 924,000 
tons Approximate sales, 30.000 tons, Decem- 
her closed 2.91: January 2.92: March 2.83; 
"92: July 3.00; September 3.07. 

A better inquiry was reported for refined, 
prices unchanged at 5.80 to 6.10 for 
granulated, 


and 

higher 
the close 
from 4 
The 


after q@pening 


points 


fine 


Metals. 


11.—Conper 
futures 13.25. 
near-by 


steady; 


De- 


Nctoher 
and 
and 


New York. 
| electrolytic spot 
Tin spot 
cember 57. 
Iron steady and 
Lead steady; spot, 
Louis 6 00 
Zine easy. Kast 
tures 6.07@06.10 
Antimony spot 11.124. 
Quicksilver 125.00. 


GEORGIA RAILROAD 
Week-i(nd and Sunday Excursion 
Fares Between All Stations 

—(adv.) 


_——_——. 


07.87; 


nnchanged 


New York 6.25: East 


St. Louis spot and fu- 


( New York Stock Exchange 
meusens - New York Cotton Exchange 
(Nn New Orleans Cotton Exchange 


Associate Member Liverpool Cotton Asse. 


E. A. Pierce & Co. 


successors to 


A. A. Housman-Gwathmey & Co. 
II WALL STREET 
New York 


COTTON 
STOCKS BONDS 


Copy of fortnightly 


MARKET REVIEW 
sent on request 


Private wire connections with 
Eastern, Southern, Western 
and Canadian Points. 


PERERA 


Awenican TELEPHONE AND TELEGRAPH COMPANY 
BELL SYSTEM 
152nd Dividend 

hr The regular quarterly dividend 
of Two Dollars and Twenty-Five 
Cents ($2. ¥ 1 per share will be paid 
on October 15, 1927, to stockholders 
of record at the close of business on 
September 20, 1927. 
H. BLAIR-SMITH, Treasurer. 


tow 


Audits 


New York Atlanta 


Systems 


C. G. ROBINSON & COMPANY 


Members American Institute of Accountants 
CITIZENS & SOUTHERN BANK BLDG. | 


Tax Service 


ATLANTA 


Nashville New Orleans 


Hubbard Bros. & Co., Cotton Merchants. 


Hanover Square, New York 
Members New York Cotton Exchange, New Orleans Cotton Exchange, 
New York Produce Exchange, associate members Liverpool Cotton Asso- 
ciation. Orders solicited for the purchase and sale of cotton and cotton- 
seed oil for future delivery. Special attention and liberal terms given 
for i apa of spot cotton for delivery. Correspondence invited, 
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STOCKS, BONDS, GRAINS, LIVE STOCK [= 


BOND MARKET LOSSES IN BONDS E N. Y. Stock Transactions GRAIN UNDERGOES 
Seneasecl eae) ONLY FRACTIONA! =a “ree! ACTIVE SELLING — =e 


ock Exchange and N York Stock Exchan , 
; bond. ; r Sales (In Hu High. low. Close. reded z | " 
tHe sconde of aaaret™ * Gears ana | 4 Ne eer te ane se a 
< . 1 Nationa} ' ra . 4 | ag v2 
aie U. 8. Bonds. N Keg op ube 5 ent mommy | 150 Abrahy 1113 1114 iid Ie : 793 763 «7 Chicago, October 11.—()\— I ncreas- 
Lie $1,000. ) ; High. Low. Close. Tk TS2T a5 ‘. : 3 4 Adams Express 158 157§ 1: ~ Goodtich RK ia : Ww a : o° Hi h. Low. Close. 
petty 3is  *32-47 fou 28 101-14 108.14 i x 98} Dat DAILY BOND AVERAGES. «|| 32 44° Rumely i | 35 Goodyear T & ZR ed official estimates of 1927 1 Aero Sup B . + W$ 113° 1G 
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Southern Grocer 
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Combined average .. 98.82 98.77 3 Amal Leather 3¢ i Gréene ‘+ 47% 75% a] this season, about SO cents a bushel | 12 Haw 8 § 108 1¢ 5 eee oem Te. 
Laundr | 802 |} <>) Stand Gas & FE pte pf 
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ombined year ago . 94! c ae 3 Gulf States s | 3 Maracaibo | Sh 3h 3 Stand Oil Ky 1183 
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. 2 3 ; py im Rolling Mills 
aoe a Hee Ege? acts Be at 2 Oats Je to 1 1-2c off and provisions Superpower A 
Hollander & Son 393 : ‘ . . s Superpower RB —_ 
Household “Prod. .”***" Sh 63% unchanged to 32 cents decline. = Am Superpow Ist pfd. 
Houston il 734 168 165 Rallies failed to hold well in the 7 Anglo Chil Con Nitra... 
Hodeou ste ngc 335 534 | Wheat market, and the finish was 2 aus 
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N is '56 7 i¢ | ther irregularity was displayed by 
bond prices today, losses in the Drue trees j oman — Car. ° ' ‘ Within 5-Se of the day's bottom priees. 50 Atlas 
rug | upp Motor Car ~5 Babcock ; ; 


oo ee . sv 1 ; : 
Meottenes of cota at hie Eneau > ae 3 Illinois Central ing tet 134 134 | Little notice was taken of the fact 83 Bee moa 
y ee & ; Inde qeent leased’ line 4 the Canadian government crop report] 50 Blae El. 


tributable to profi ; ¥ aT ; Independ Oil & Gas | : ey 
y strong issues, a ; 54 165 9 Indian Motorcycle appeared bullish. Outweighing ey- 


Indian Refining .. erything else was knowledge that the 
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Niag Falls Pow 58 ..'* 19 1024 1023 | keted | pe late this ] ‘ Intercon Rubber ./.°°° | forecast, whereas _ 4 reduction had 
+e Ed Ss '57 .. 101 price fell back only a pfd 23 81d yg: $ Internat Agri Corp ., been expected. Cearing weather in| 
2 io T & : - 4 101 . fraction. Polish obligations i Locomotive 54 103 » Int Business Mach ..°. Canada and auspicious crop news a : : Ape 
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9:00am. Mac-Jax-Miami-Tampa 


NY LOCAL STORES 
fn FOR LINDBERGH 


‘Many Atlanta stores closed Tuesday 
the hours of the afternoon 
while Colonel Charles A. Lindbergh, 


conqueror of the Atlantic, tanded 
Candler field and ica ba through 
town Atlanta. 
Among these were all stores op- 
“erated by the Great Atlantic & Pa- 
¢ Tea company, which locked their 
rs from 2 to 4 p.m. Likewise the 
 Piggly Wiggly stores closed during the 


POR Paes 


oe ut 


game hours. 


Thus the hundreds of employees 
who might otherwise have been denied 
a glimpse of the most famous Ameri- 
can of the ace stood with the hun- 
dreds of thonsands of other Atlantans |. 
and Georgians who crowded the land- 
ing field or saw the procession pass 
through Atlanta’s streets. 


JOHNH.WOODS 
REELECTED HEAD 
OF BUSINESS CLUB 


John H. Woods, president of the 
American Business club, was unani- 
mously reelected to succeed himself at 
the semi-annual meeting of the club 
held Tuesday night at the Henry 
Grady hotel. All other officers of the 
organization were chosen to succeed 
themselves and are as follows: G. M. 
“Pup’’ Phillips, first vice president : 
Oney T. Voyles, second vice presi- 
dent; FE. O. Johnson, secretary-treas- 
urer; Benjamin F. Stoval, sergeant- 
at-arms, and Rey. V. L. Bray, chap- 
lain. 

A ‘board of “ae cher was elected 
consisting of Dr. C. Aven, Grant 
Allen, L. H. Fitzpatrick and S. M. 
Gamble. 


GIRL RECEIVES BROKEN 
LEG IN AUTO MISHAP 


Helen Brown, five-vear-old daugh- 
ter of Mr. and Mrs. W. A. Brown, 
of 194 Berean avenue, was taken 
to Grady hospital early Tuesday 
night with a broken right leg, received 
when she was.run over by an auto- 
mobile on Carroll street. near. the 
Fulton Bag and Cotton mills, accord- 

ing to police reports. 

George Pritchard. of 604 Gaskill 
street, reported to Call Officer J. A. 
Brown that he was driving on Car- 
roll street in front of three other cars 


| BILLY. 


and that someone stated that his car 


THE CONSTITUTION 


CLASSIFIED RATES. 


Daily and Sunday rates per Une for con- 
secutive insertions: 
One time ecccccccsoccssocccoecse SY Conte 
Three times Seeeeeseseseeeeeseneee 17 cents 
Te MEERGD .cesceccdcocccoscceoscs WS CSRS 

Ads.ordered for three or seven days end 
stopped hefore expiration will only be 
cherged for the number of times the ad 
appeared ané edjustments made at the rate 
earned. 

Special rate for yearly «advertising opon 
request. 

Charged ade will be received by telephone 

PHON® YUUR CLASSIFIED ADS and ask 
for ad taker. 


Phone for our messenger. 


W Alnut 6565 


RAILROAD SCHEDULES 


Schedules Published as information. 
(Central Standard Time.) 


ATLANTA TERMINAL STATION. 


Arrives A..B & ©. RAILROAD —Leaves 
.. Cordele Waycross ..., 7:50 am 
..Bronswick-Waeycrose .. 9:30 pm 
.« Tifton-Thomasville ... 9:30 om 


SS ko ae ee ae —Leeres 
7:05 pm... Newnan-Colambus ... €:15 em 
6:00 pm... Montgomery Local ... 8:08 am 
11:45 pm New Orileanse-Montgomery 5:35 am 
2:10 pm New Orleans-Montgomery 1:25 om 
7:40 am New Orleans-Montgomery 4:20 opm 
10:20 am... Newnan-Colombos re | 

8:10am... West “oint Local 4 

22:8 80 ) pm New Orleans-Montgomery 6:05 5 om 


Acrives— ©. OF GA RY. —Lesaves 
6:9 am. Mac-Sav-Alb-Thosv] ... 7:45 am 
6:10 om.. . Mac-Jaz-Mi-Tampa ,.. 8:45 em 

Macon-Aibany-Millen ., 1:00 pin 
- Macon .0es000866 :00 ow 
B:35 am MacJazx-Mianii-Tempa . 7:10 om 

. 8:06 om 

pm Macon-Millen-Bav .... 9:40 om 

pm... Macon-Albany ..11:30 pm 


Airivee— SEABOARD aliRB cine —Leavee 
8:00 pm . Hamlet-Monroe ...., 4:10 em 
:30 pm. . Birmingham-Atlanta .. 6:50am 
oo oe N. ¥.-Wash-Rich-Norf .11:30 am 
AM....-- Birmingham ......11:40 9m 
Athens-Abheville .... 4:15 om 
Y.-Richmd-Norft ... 8:00 pm 
Birmingheam-Mempbis. . 4:25 pm 


ee— SOUTHERN RAILWAY —Leaves 
am Columbia-Wesbno-N ¥, 13:10 am 
pm.. Anniston-Birmingham .. 6:45 em 
om.. Greepville-Chariotte ., 6:15 am 
om.. St. Louis KR. C.-Bbam ., 7:00 am 
pm... Valdosta-Brunswick .,, 7:05 am 
ees GEOR ..ccose C120 OR 
.»» Rome-Chatta Local 7:2) am 
.ee Piedinont Limited 8:00 am 
.., Columbus eseee 8:00 am 

"Val -Jazx-M1i-St. Peters . 8:35 am 
Richmond-Wasb-N. Y¥. .12:05 om 

eeeee Afaconp Voerrerrs: |: FS 
Crescent Limited ....12:50 jm 
Local ,, 2:30 pm 
sesccee 4:00 Dm 


Arrivus— 
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-» Bome-Chatta 
Columbus 
fort a 
eee * Bham E.. “C. -Denver .. 
.. Air Line Belle ..... 
z-Heflin Accommorx .. 
Cincio-Logtsvillie Det .. 
Macon-Valdosta-Jaz ... 
Washington-Ashevilie. 
Vaid-Jex-Mi-St. Pete .. 
Jax-Brunewick-Miam! . 
5:55 am Bham-Shreve-Ft Worth 11:20 pm 


Following Traine Arrive and Depart from 
PBACHTRBE STATION ONLY. 
5:00pm .... Birmingham .. 0:35 am 


9:35am Wasaington-New York 6:00 pm 
zDaily except Sunday. 


UNION PASSENGER STATION 


GA. BR. B. — Leaves 
12:30 pm........ Auguste ........ 6:10 am 
Augusta: -Columbla ...12:15 om 
. Augusta ........ 8:00 pm 
Social Circle ....-- 6:10 om 
Social Circle’ ...... 6:10 pm 
Charieston-Wilmington . 8:00 om 
.. Augreta-Colombia .. 3:00 om 
except Sunday sSanday only. 


L. & N. R.R —leaves 
Bnorville via Blue Ridge 7 
n-Chi-L'ville 7:2 
Capaerhili Local 
*" Knoxville-Cin-L' ville 
Cin-Detroit-Cleve 


N oO. & ST. L BY. 
Nasbrville-Chattanooge . 8: 
Chatta-Nash-Chgo St ti 9:00 em 
Chatta-St. L.-Chicago . 6:45 om 
Chatta-Nasbville-St. L. : 

Chattanongs local ... 


see 


ybad Téa over the fittle le girl.  Pritch- | 
ard stated that the girl, if run over 
by his car, must have fallen under 
a rear wheel. although he stated that 
he felt no jolt. 

No case was made pending investi- 
gation by police. 


AUTOMOTIVE 


' Automobiles for Sale 11 


$75 CASH—Takes late model Paige e touring 
ear, sacrifice. Excellent condition. DEar- 
born 0267. 


2 


ANNOUNCEMENTS 
Auto Travel Opportunities a 


DRIVING to cities named: Miami, Chicago, 
Cleveland; passengers wanted. MA. 6283-W. 


WANTED—Passengers for San Antonio, 

Texas, and s Angeles, Calif. Large, 
seven-passenger car; fare very reasonable. 
Inquire New City Garage, 1650 DeKalb 
avenue. Phone DEarborg 2541. 


Beauty Aids : 2 


A EUGENE PERMANENT WAVE a 6&pe- 

cialty. given by Mrs. Marie Derrington. 
who has had 7 years of experience in per- 
manent waving. $8. Work guaraoteed. Each 
wave has a lovely natural appearance. Map- 
icuring. 50c: marcel, 75c: facial, $1.00. Eve- 
ning appointments. Derrington Beauty Par- 
lor. 407 Wrone-Claugbton WAinut 3387. 


‘BETTY’S BEAUTY SHOPPE—Ansley hotel, 

permanents complete $10, including sham- 
pooing. setting and trimming. WAlnut 4449. 
Evening appointments. 


CHANCE. WHITE & HARDING beauty 
shoppe. 601-2 Fourth National. WA!. 5386. 


EUG ENE permanents. $8.50. Elizabeth Beau- 
ty Parlor, 600 Forsyth Bidg. IVy 0462. 


[NMAN PARK Beauty Parlor, W. T. Carr 
and wife, operators. IVy 4049-W. 758 
Edzgesvood. ; 


SPECIAL Guar. permanent ware, 
Cecil Hotel Beauty Shop. Vy 69485. 


STRASSERS perinanent waving. Evening ap- ap- 
pointments if desired. 183) P’tree. WA. 
1791 ; 
$5 AND $7.50 P 
200 CONNALLY BLDG. 


$5.50. 


ERMANENT WAVES. | 
WALNUT 56307. 


Legal Notices 6 


I GAVE a note on January 17, 1927, to 

Mrs. J. W. Engesser and on the following 
day I reimbursed her with the amount ‘of 
money the note called for, $1,400. She re- 
fuses to surrender note. Any one buying 
or having anrthing to do with this note is 
liable to prosecution. Ww. Engesser, 
Smrrna, Ga. 


‘ Personals 8 
leave your 


call me at home and 


nuinber. i 
DR. DANIEL B. LEIGH. Chiropractor. 300- 
13 Grand Theater building. IVy J332. 
DR. G. Y~. M'ELROY (colored), 
world's greatest friends. If 
and worried in mind see me. 
street. E. WaAlnut 3036. 
HEADACHES, crick-neck, pain shoulders, 
back: I remove cause; no drugs: exam. free. 
Dr. Mowry. 712 Thrower Bldg... WA. 4197. 
MATERNITY HOSPITAI—Pritate, confi- 
dential: children boarded. Mre. M. T. 
Mitchell, 338 Windsor street, Atlanta. 
CURTAINS stretched beautifully 25¢ pair, 
called for and delivered. 


WAlnut 1924. 
“W nere-You-Can-Buy-it” _9 
CHARIS—Combination Corselet, adjustable 


abdomen support brassieres, $6.75 : 
Georgia Savings Bank Bidz WaAlnnt 7964. 


MASON & HAMLIN PIANO—Cahble Piano 
_ company, 84 North Broad street. 


VICTROLAS—Cable Piano 
North Broad street. 


one of the 
you are sick 
156 Harris 


ee ee 


company, 8&4 


Lost and Found 10 


STRAYED—Two male wire-haired fox ter- 
rier ‘puppies, from 2662 Peachtree~road:; 
plense telephone information to HEmlock 
6498 


LOST—Pair dark rim eyeglasses. 
Reward. 


LOST—Black-rimmed glasses: Keith’s thea- 
ter, Monday: reward. Call HE. 5020-W. 


IVy 8088. 


LOST—In Citizens & Southern Bank or 
between there and Mitchell street, on 
Forsyth, two solitaire diamond rings and 
$55. Liberal reward. Phone MAin 4569. _ 

| 


LOST—Pointed fox neck piece. at Pershin ing | 
Point, Tuesday afternoon. DEarborn 3138. 
Reward. 
STRAYED— Monday, 
ton, female; name Brownie. 

Reward, 


STRAYED from 91 
Park, an airdale puppy, 
old, reward if returned. T. T. 
above address. 


AUTOMOTIVE 


Automobiles for Sale 


ASBURY & HOLLOWELL, 
Autborized Ford Dealers. 
New and Used Ford Cars. 
402 Peaclitree St. 1lVy 0507 


PAIGE co. OF GEORGIA—Resale Dept. 
521 Peacl htree. WAlnut 3951. 


BUICK USED D CARS—D C. Black. 
Peachtree street. IVy 1860. 


CHEVROLET—Good used cars. 
Chevrolet Co., 329 Whitehall street. 
nut 1412. Le 
CHEVROLET COACH—Latest model. fully 
equipped, driven 1,200 miles. Will sell 
at attractive price. C. J. Ashbury, HEmlock 
0500 or H Emlock | 2020-W. 
CHEVROLET passenger cars end 
wagons. John Smith company. 
West Peachtree etreet 
CHEVROLET NEW AND USED 


EAST POINT CHEVROLET CO. 
318 MAIN ST. FAIRFAX 2308. 


DECATUR CHEVROLET CO. 
Service. Used car values DEarborn 1405. 
DODGE BROTHERS dependable used care 
Lambeth-Eskridge Motor company. 253-255 
Peachtree. (Vy 4211. aie 
FORD COUPE—New!ly painted, upholstered, 
a beauty. Swap for diamond. WaAlnut 
5361. 
¥YORDS—Ali modeis and types, iiberai terms. 
Clyde Langford Motor Co WaAlnut 7512. 


HUPP—New end used. author 


prown and white Bos- 
WaAlnut 1582 


Avery drive, Ansley 
about 6 months 
Flagler at 


11 


ING, 


312 


Whitehall 
WaAl- 


speed 
530-540 


Thompson-Cauthorn 
Motor company. 477 Peachtree. WaA!nut 
J252 RE, 
HUDSON-ESSEX useag cars Goldemith- 
Becker Co... Inc., 230 Spring etreet, cor- 
ner Harris. WAlnut 8718. 


LIGHT USED CAR BARGAINS 


°°6 Chevrolet touring 
°26 Chevrolet roadster 
"“«\) 4-door sedan 
‘26 Ford touring 
‘"4 Ford roadster 
=f Ford coupe 

» Ford conpe .as 
- 24 Chevrolet coupe 

21 Ford touring 


EASLT POINT CHEVROLET CO. 
S18 Main Street 


EAST POINT 
FAirfax 2503. 


GA. 


LINCOLN— Fine used cars. Ripper Motor 
0867 


Co.. 435 Spring street. IV» 


NASH—Used ears. Martin-Nash Motor Co., 


504 Peachtree St. ae 
OVERLAND, WILLYS-ENIGHT, WES! 

Peachtree eat North evense Wiilye-Over 
iand, inc. < 


OAKLAND—PONTIAC 
F. £. MAFFETT, INC. 
425 SPRING IVY 1921 
USED CAR DEP? 
505 W. PEACHTREE HEMLOCK 1164 


REO SALES AND SERVICE — Reliable uxed 
cars, 410 Peachtree, WAlnut 6432. 


ee ae —_— ——— = 


STUDEBAKERS —})(0) per cent veiue, Yer 
brongh-Mentzer compsoy Used Car De 


partment 415 Peachtree WAlont 2890. 


USED Cc CARS—See Atianta Cadillac company.’ 
152 Weat Peachtree 


-———_-_ -_ 


"27 CHEVROLET CABRIOLET 
DEMONSTRATOR. 
FULLY equipped. driven 2,000 wiles. 
Liberal discount. 


EAST POINT CHEVROLET CO. 
FAirfax 2303. 


BUS SCHEDULES 
Ne 

GOING TO COLUMBUS? USE 
NICHOLS'S LINCOLN SHDANS 

AFFILIATED WITH 
DELUXE SAFETY COACH CO. 

LEAVES THEIR STATION, 

"148 PEACHTREE ST.. 

DAILY & A. M., 4 P. 

RIDE THE — 
“www BAKER BUS 
OHAETANOOGA-ATLANTA 
L 


VES Chattanooga 7:20 a. m.: 11 
es m. Fe 2 p. m. Leaves for Rome 7:20 


A a 7a Gs ms Pp. m. 


AVES F FROM KIMBALL HOUSE 
PA LEATES FROM WALNUT 8549. 
UNION BUS TERMINAL, 
148 PEACHTREE STREET. 
WALNUT 6300. 


| 

ol 
eo 
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4 
°. 
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setae’ resvl- -Macon 
sriffin-B" rusvi-Macon 


BEBERESE 


. 


Ssan22e2 
Pevevess 


Pata ~1 mh ~ OO 


‘27 CHEVROLET COTPD 
DEMONSTRATOR. 
FULLY equipped: driven 2,000 miles. 
eral discount, 
EAST POINT CHEVROLET 
FAirfax 2308. 


Lib- 
co. 


‘27 CHEVROLET ROADSTER 
DEMONSTRATOR 


FULLY equipped, driven 3.500 miles. 
. Liberal discount. Call FAirfax 


"27 CHEVROLET COACH 
DEMONSTRATOR. 


FULLY equ’ ippet. ,ttiven 2,000 miles. 
Liberal discou 
EACH POINT c ‘aEV ROLET Co. 
. FAirfax 303. 


e FORD 1 ton trick. 
oteed, $225, terms, 163 Mar- 


thoroughly recondt- 
ioned, guare 
lotta & 


Auto Trucks for Saie 12 


RELIABLE USED TRUCKS, ATTRACTIVE 
PRICES AND LIBERAL TERMS. THY 
WHITE CO., 70 BOULEVARD, N. B. 


“EMPLOYMENT 
Help Wanted—Female 32 


EMPLOYMENT 
~~ Situations Wanted—Female 36 


oF INANCTAL 
__Personal Proverty Loans _40A 


STENOGRAPHERS, ATTENTION — Oar 
’ charges have been reduced. Personnel, 304 
Wynne-Claughton Bldg. 


TWO 0 .UNDERGRADUATE NURSES: ALSO 
BEAUTY PARLOR OPERATOR. 303 

RHODES BLDG. 

TYPIST—Young lady, single. who lives at 
heme: fire insurance experience required: 

good company. 304 Wynne-Claughton Bidg. 


14 


aa Auto Tires anc Totes 


TIRE yr 

$2.95 TO $6. i 
SLIGHTLY USED AND RETREAD, ALI, 

SIZES, CORD AND BALLOON; ALLOW- 
ANCE FOR OLD TIRES: LIBERAL AD- 
JUSTMENTS; THOUSANDS IN STOCK. 
CITY TIRE > fees INC. 

52 NORTH AVE., E., BETWEEN 
PEACHTREES BRANCH, COR. SPRING 
AND HUNTER. 


USED and retread. $3.20 to $6.95; 
higher. Corner Spring and Hunter. 
BROWN’S PARKING PLAUCE—Good aseco 
tires, parking 27 Honston street. 


none 


Wanted—Automobiles 1 18 


CASH for your used car. Highest market 
price paid. J. M. Uarrison & Co., south’s 
largest used car dealers. 125-131 lVy street. 

WAlnut 3966. 


CASH for tate model Cherrolets and Fords. 


* S2 Houston street 
/ CASH PAID for good used cars. 


Asbury & 


etewen. Inc.. 402 Peachtree street. IVy 
50 


— 


coupe; 
Phone 


WANTED—1925 or 1926 Chevrolet 
must be in A-1 condition and cheap. 

FAirfax 2307-J. 

WILL trade Paige touring, 

dition, for Ford or diamond. 


excellent con- 
DEarborn 
0267 


Motorcycles—Sales and Service 20 


HARI.EY-DAVIDSON. new and ased. Cun. 
_ Bingham Motorcycle Co.. 128 W P'tree. 


<> 


BUSINESS SERVICE 


i te i a 


Atuo Painting 


GENUINE DUCO. 
_Auto Paint Shop, 


—— — 


lowest estimates. 


~ Cotton 
105 Third, N. ; 


Dry Cleaning 


dresses $1 and up. National Dry 
HEmiock 6021. 


SUITS $1: 
Cleaning Co.., 


Bed Renovating 


REDDING CO.—Guaranteed renorat- 
540 Edgewood. IVy¥ 364. 


ATLANTA MATTRESS co, 
ONE-DAY SERVICE 
HIGH-GRADE MATTRESS, 
RENOVATING. 

Established 22 years. 
Satisfaction Guaranteed. 

IVY 3847 327 Houston Street. 


OLD MATTRESSES made pew; one-day ‘serv: 
ice. McDaniel St. Mattress Co. IVy 8365. 
$4—NEW TICKING. BEST WORK. 
Gate City Mattress Renovating Co. [Vy 3861 


ACME 
ing. 


Cleaning, Dyeing, Renovwsting 


HATTERS—Satisfaction guaranteed; mati 
orders givep prompt attention. Acme Hat- 
ters, 35 South Forsyth astreet. WAlnut 7202. 


ROUNTRBEE’S. 
77 Whitehall street. 


WaAtnot 6014. 


Contractor Supplies. 


FOR SALE—PIPE. 1-BEAMS. ANGLE IRON. 
STEIN & CO.. INC., 829 DECATUR S&T. 
2110. 


— 


Dressmaking 


DRESSES, coats, alterations and repair work 
z by experienced dressmaker. WAI. 0187. 


_ — - ——_- 


Furnaces 


ALL furnaces repaired. Agts. 
Pridgen Roofing Co., 19% 


General Building % 


GENERAL repairing, building, roofing, put- 
ting in glass: estimates | pees given. 
W. J. Tucker, MAin 1950-W 


—_—- =. -— 


Moving, Trucking, Storage 


~_~—--<— —— 


.- A ROBBITS responsible Transfer Co.. 
moves you for $3 load. MAin 5221-J. 


LUM JOHNSON—Transferring. packing ‘and 
_ shipping Quick service. Phone HE. 342 3. 


WE MOVB, pack and store pianos. Ladden 
7d Bates. 80 North Prvor street. 


Hero furnace. 
Whitehall. 


Tinting, Papering 


painting and papering: 
guaranteed. 200 Spring. WaAlInnt 8108. 


ROOMS tinted, $2 to $5. Painting, plaster- 
ing. Satisfaction guaranteed. WEst 3002-J. 


ROOMS tinted for $2 to $5: expert paint- 
_ing. Cali WEst 0630-J 


Painting, 
J. W. OSBURN., 


~ Radio and Electrical Repairing 


ATLANTA Radio and Electric Repair Co. 
IVy 0812. 144 Spring St., N. W. 
Open until 10 P. M. 


Repairing Refinishing, Upholstering 


F. “6 H. FURNITURE CO. —Upholstering. 
repairing. refinishing, chair caning. IVy 
2343. 


PHONOGRAPHS REPAIRED—Wealout 3280. 
a2 North Pryor. Atlanta Phono company. 


UPHOLSTERING—One-third off. slip cov- 
ers, cushions made, curtains wasbed, 
stretched. WEst 3044-R.° 


Roofing, Guttering, Repeiring 


W. S. STROUD. MAin 2429. 22 years’ ex- 
perience. Call me and save money. 


Roofmg 


REROOF on our 10 months’ plan. 
guarantee. White Roofing Co., 
building. WaAlnut 8579; MAin 1566 


ROOFING—Casb or Lerms. IVy 494 
GUARANTEB ROOFING COMPANY 


—— 


Ten-year 
Walton 


a 


ee 


Screening and Repairs 


Estimates 
MAip 


repairing. 
W. J. Tucker. 


Ll DO screening and 
cheerfully given. 
1950-W. 


Shoe Repairing 


HALF SOLES, v5c. 
Walton Shoe Repair, 
Muse. 


Ladies’ Panco taps, 25¢. 
16 Walton, opposite 


Watch and Clock Repairing _ 


SWISS and American watches repaired. oJ. 148 
Peachtree, George Gernazion Jewelry Co. 


Window Shades, Cleaning. Repairing 


DIXIE WINDOW SHADE CO. — Shades 
_ cleaned and made to order. Hkmilock 45057. 


SHADES made to order. also cleaned. 45 
Piedmont avenue, N WAlnut &229. 


EMPLOYMENT 
Help Wanted—Female 32 


BILLING CLERK— Young lady, single, ac- 

enrate and rapid in figures; rapid typist; 
good salary: good company. 304 Wynee- 
Claughton Bldg. 


GIRLS WANT ED. 


AS BEAUTY SPEGIALISTS. Train for @ 

high-paying position the ‘*Moler’’ way. 
Day or night. Special payment plan. Moler 
College, 31 Forsyth. N. W. 


GIRL wanted for clerical work. 
take dictation on typewriter. 
unnecessary. Address A-40, 


GOOD home with pay to reliable 
woman housekeeper. Small family. 
Ww 


Shorthand 
Constitution, 


white 
lVy 


work, ‘Avondale. 
references. DEar- 


house 
hare 


SERV ANT—Genera!l 

nice room; must 
born 3658-M. 
STENOG RAPHER—Experienced, who is will- 

ing to begin on 320 per week with ad- 
rancement in salary after first month: good 
company: only young lady, single, consid- 
ered. 304 Wrnne-Claughton Bide. 


STENOGRAPHER~—Single cirl, preferably 
insurance experience Executive Service 
compan’. 513 Healey building. 


—s 


WANTED SALESTADIES~— 


FOR OUR ANNIVERSARY SALE; 
NO EXPERIENCE, BUT GOOD 
REFERENCES REQUIRED; GIRLS 
BETWEEN 16 AND 25. APPLY 
REAR BASEMENT, W. T. GRANT 
CO., 82 WHITEHALL §8T. 


Able to| 


WANTED—HIGH-CLASS, EXPERI- 
ENCED SALESLADY, NONE OTH- 
ER NEED APPLY. APPLY ROOM 
419 PIEDMONT HOTEL, 


Help Wanted—Male 33 


A MARRIED man with car for city sales 
work 8&0 Forsyth building 


BARBERS ATTENTION — SELLING 
L Seg oe CR 


OUT 


MARIETTA 
THING G REATLY “REDUCED. BUY NOW 
AND SAVE MONEY. 


BARBER WANTED. 


STREET. 

eee 7 alae S Sa! yeni ET US FIGURE 
You IF YO ARE ON THE 

MARKET FOR NEW CHAIRS OR EQUIP- 

MENT CALL ON POTTERS’ BARBER SUP- 

PLY COMPANY, 85 MARIETTA STREET. 

LIBERAL ALLOWANCE FOR YOUR OLD 

IN EXCHANGE. 


‘BOY—Clean-cut boy, about 18; 
513 Healey building. 


BOOKKEEPER, who is experienced in the 
dry goods and shoe business, wanted for 

position in near-by Georgia town: good 

company. 304 Wynne-Claughton building. — 


CIGAR SALESMEN—$35 weekly and ex- 

penses or commission. Fermer experience 
unnecessary. Send stamped,e addressed en- 
velope for particulars. Carolina Cigar com- 
pany, Greensboro, N. ¢ . 


CREDIT MANAGER, salary $3,000: - high. 

grade man, experienced ip automotive 
equipment field. Confidential. Mr. Sharkey, 
Executive Service company, 513 Healey 
building. 


KAKN GOUD money while attending our r tree 
aales cinsses WaAlinnt 4468 . 


FACTORY branch large established manu- 

facturer offers opening in sales depart- 
ment for three ambitious men. Sales ex- 
perience helpful but not essential. Your 
earnings unlimited. Apply 11:30 to 1 o'clock, 
808 Bona Allen building, Division Manager. 


— +e ee 


LEARN BARBERING at oldest, biggest | and 
best college; tuition $5 per week. Atlanta 
Barber College, 143 Mitchell S8t., 8. Ww. 


LEARN TO FLY. 
COMPLETE flying and shop instructions. 
See us for prices. Apply Atlanta Aero 
Service, 611 Austell building. 


MEN become fireman, brakeman, colored 

train or sleeping car porters; experience 
unnecessary, Ren month: good roads. 
Write Inter Tr., Dept. &, Indianapolis, Ind, 


510 DECATUR 


salary $50. 


commission when order is taken. Extr 
We deliver and col-} 
Non-Plate 


bonus 
lect for you. 


easily earned. 
Write for details. 


MEN WANTED 


*‘Moler™ way for 
Earn while 
Barber Col- 


AS BARBERS, Train the 

one of these high-paying jobs. 
learning. Investigate. -Moler 
lege, 31 Forsyth, N. 


MEN learn barber trade now, , See us is before 

enrolling: can save you money and time. 
Southern Barber College, 214 Mitchell St., 
S. W., Atlanta. 


RAILWAY POSTAL CLERKS. Men 18 and 

up. $158.00—$225.00 month. 25 coached 
free. Write yeretes ad Franklin Institute, 
Dept. 44 B, Roc hestér, N. Y. 


—_ = Se 


SALESMAN WANTED by large manufactur- 

ing concern of national reputation, to 
travel southern territory: young man, wtn- 
der 35. experienced in handling special deals 
through jobbers required: only men with 
successfn] territory sales record required. 304 
Wrynne-Claughton Blidg. 


SHIPPING CLERK—Salary $125-$150. 

experience necessary. Must use 
writer. ‘This position offers genuine 
tunity for the right man. Interviews strict- 
ly confidential. Mr. Sharkey, WAlnut 5430, 
Executive Service company, 513 Healey 
building. 


TWO young men to sell goods on railroad 
train. Union News company, Terminal 
station. 


TWO YOUNG men to learn salesmanship 

under personal direction of field manager. 
No experience required, we teach you how. 
Short hours, big pay. Apply Mr. Mullally, 
403 Red Rock building. 


WANTED—Young mep to work on trains. 
Van Noy News Co., Terminal station. 


WANTED—Train news agents for long runs: 
good pay for right party. Apply 61 East 
Alabama street. Crescent News & Hotel Co. 


-_——_— <— 


| powpiea al eeu technician for smal} 


Tire 
type- 
oppor- 


hospital: all routine laboratory procedures, 
State salary and experience. Address F-27094, 
Atlanta Constitution. 
We ANTED—Man with car who knows At- 
lanta to manage crew: must have a sales 
rec cord. Kelley Kandy Ko., 736 Stewart Ave. 


Ww AN TED — At once, first-class mattress 

stitcher for imperial and roll edge work; 
good man can make $25 or more per week. 
Phone us at our expense. Mauney Mattress 
Co., Griff! n. Ga. 


—EE — 


W ANTED—Thoroughly experienced steward 
for hotel of 100 rooms, state age, experi- 


ence, references. Box F-2801, Atlanta Con- 
stitution. 


WANTED—Young man, 18 to 22, to fill 
vacancy in large publishing house: must 
be free to travel and well recommended. 
Mr. _ Withrow, 209 Glenn Bidg. 


WANTED— One first- class cylinder press- 
man, thoroughly experienced in all classes 
of commercial work,.including color work: 
must be capable of taking charge of eylinger 
press department and able to get produc- 
tion. Permanent place for the right man: 
references required: give full particulars in 
first letter. M0. Constitution. 


Address F-2 


WE CAN— 


NOW TAKE A FEW AP- 


PLICATIONS FROM MEN  DE- 


SIRING 
WITH 


NEWSPAPER ROUTES 
US. 
QUALIFYING 
SARY 
PUT 
ALSO 
LER, 
OMMENDED. 

IF INTERESTED CALL 
A. Cc, TOMMEY, 
CIRCULATION, ATLANTA CON- 
STITUTION. 


TO THOSE 
NECES- 


TO 


IT 1s 
TO 

UP A 

MUST 
AND 


BE ABLE 


CASH BOND, 
HUST- 


REC- 


BE A 
WELL 


ON 
CITY 


WHITE DRIVERS WANTED — Drivers 

wanted who know the city thoroughly: 
gust be over 21 years of age: good chance 
for advancement. Apply Atlante "banenee & 
Cah Co.. 46 East Ellis etreet. 


YOU WILL want promotion as badly tomor 

row as you want it today. Attend Draug. 
yon's Night School and take a_ obnsinese 
course, Monday and Thursday nights. 
| Draughon's Business College. Peachtree and 
| Baker streets. Telephone WAlnut 7572 


: $1. 900 —$2. 700 YEAR. Railway mail clerks. 

Steady. Common education sufficient. Sam- 
'ple coaching free. Apply today. F-27092, At- 
lanta Constitution. 


Help Wanted—Male and Female 34 


MANAGER FOR REAPY-TO-WEAR AL- 

TERATION ROOM: MUST BE EXPER- 
[ENCED AND UNDERSTAND PROPER OP- 
ERATION OF THIS DEPARTMENT. 
PLY EMPLOYMENT OFFICE, MEZZANINE 
FLUOR, DAVISON-PAXON CU. 


36 


| well experienced, de- 
sires work part time or reguiar: can take 
charge of alteration room. WEst 213. 


EXPERIENCED stenographer desires 
ployment. Phone WEst 1324. 


EXPERIENCED stenographer desires 
tion, college graduate, IVy 7043. 


EXPERT legal 

merce, 2: years’ 
sition immediately. 
9918, Miss Armstrong. 


NU RSB, Canadian, wishes position; will care 
for infant or invalid child. Phone E. M. 

V. IVy 5119-W. 

SECRETARY-STENOGRAPHER, age 30, A-1 
training: references. HEmlock 3286 eve- 

nings after 7. 

STENOG RAPHER—Seven years’ experience 
legal and commercial. desires position; ref- 

erences. MAdison 5609-W, 


YOUNG LADY, 14 os i 
stenographic a ae tin 
Sires position tnaeliec. 


Situations Wanted—female 
COLORED seamstress. 


em- 


posi- 


A. B. com- 
desires po- 
WaAlnut 


stenographer, 
experience, 
References. 


epxerience in 
ice or de- 
4512. 


POSITION as companion or mother's help- 
er. I1Vy 2054-W. 


Situations Wanted Blake Ma 37 


A SELECT LIST OF EXPERIENCED PEO- 
PLE HAVE REGISTERED IN OUR EM- 
PLOYMENT DEPARTMENT. They have fur- 
nished us with character re and 
good credentials. We only register good 
ones. It will “be to your interest to call 
Draughon’s Employment department and 
make known your wants. Draughon's col- 
lege is glad to render this service to the 
business interests of Atianta. No charges 
are made to anyone. Over 440 Draughon’s 
students alone have been placed since Jan- 
vary 
CALL 
4 


BELLAMY Office Service. WAlnut 
when needing efficient. offiee help. 


| Constitution. 


MEN to sell selena Christmas cards. Fall | ply 939 W. 


Engraving Co., 109 West 57th st., N. ¥. C. ee MAin 3858-1 
; HOTEL in 


‘city and farm property. WAlnut 2023. 8. W. 


i dier building WAlnut 
|; MONEY for first loans on Atlanta and sub- 


, REAL 


ing 


AP- | 


EXPERIENCED laundry driver desires po- 
, —_—. with laundry or dry cleaners. FAir- 
ax 2-J. 


—— 


POSITION by miliwright machinist. 
N. Address A-38, Constitution. 


PUSITION wanted by young single man 6 
Years’ experience in office: also rapid 
Billing clerk. Call DEarborn 2944-J 


YOUNG MAN—Experienced in stenographic 
and general office work, desires position 

with future; salary $150. Call Gregory, at 

IVy 1675-W. 

YOUNG MAN, 7 years’ general office ex- 
perience, sales correspondence, office 

manager. Familiar with shipping traffic 

rates, etc., desires change. Address A-34, 


G. ©. 


olen 


FINANCIAL. 


Business Opportunities 


ANY BUSINESS—AN YWHERBS, 
NATIONAL BUSINESS BROKERS CORP. 
1408 Candler Bidg. WaAlnaot 6947. 


BARBER SHOP—Three chairs, exceptional 
location on busy street. Doing a good 
business. Price $1,500. Terms. (400) 


38 


DINING ROOM—In apartment house, north 
side, with 6-room apartment furnished. 
Doing a profitable business. An additional 
furnished apartment if desired. Price 
$600. (39 


GEORGIA BUSINESS BROKERS 
DOT Peters Ridg. WaAlInut 4117. 


BEA UTY PARI. OR—Newly equipped, cood 
business; cheap rent; 2 money maker in 
one of Georgia's large cities; terms, Address 


F-28022, Constitution. 


STAND—Downtown hotel. Must 


$1,000 will handle. 


CIGAR 
sell, 


ROOM—tIn north side apartmerft 
Free rent. heat and water, small 
Feeding 50 people per meal. $2,000 


DINING 

liouse. 
overhead. 
handles. 
BOARDING HOTSE—North side, 21 rooms, 
8 baths. Is a bargain at $2,500 


KEITH & HOLLAND 
702-3-4 McGlawn-Bowen Bidg. 
WaAlnut 2861. 


FOR SALE—Restaurant, doing 0 cash 
business, $1,000: $670 cash, $330 easy 
terms. 183 Decatur street. W Alnot 0500. 


FOR SALE—Show cases, drug wall cases, 

back bar, tobacco wall case, tables, chairs 
and fountain supplies: all good as new. Ap- 
Peachtree, Apt. 2. HE. 3486. 


and meat market. Well 
Grant park section. 


es. sb- 


GROCERY 
Price 


lished trade. 


southwest Georgia in city of 
contains 32 bedrooms and is mod- 
ern. Furnishings and lease at a bargain: 
also one in Alabama of 21 bedrooms. $4,000 
for furnishings and lease. 
GEO. W. WARE & CO. 
725 Atlanta Natl. Bank Bidg. 
Phone WAlInut 1086, 


02 04), 


indorsements and Collateral eee 
LOANS on 


indorsement at 


LOANS UP TO $300 
TO HUSBAND AND WIFE. 
No Iindorsers. No Publicity. 

Tawful Interest—No Other Charges. 
LOANS are made for a long time with 

smali monthly payment, with the privi- 
lege of paying larger payment or in full at 
any time. Every dollar paid on re- 
duces the interest cost. 


POPULAR FINANCE CORPORATION 
OPPOSITE PEACHTREB ARCADE. 
1 PETERS BLDG.—7 PEACHTREE 
STBEET—PHONBE WALNUT 5295-6-7. 


G 
S23 


WHY HURT YOUR CREDIT BY ALLOW- 
ING your bills to become long past due 
when you can borrow money from nas on 
your bome furniture at lawful interest and 
have from one to 20 months to repay? 
SECURITY INDUSTRIAL CORPORATION 
201 Peters Bidg. WAtnut 2077 


* Saiaries Bought 41 
SA a att. BONUGHT—Quick. ready money 
MeKensie hatiding. 


SScawine BOUGHT—No 
' Federal Llavestment compseany. 
onildine 


indorsements. 
204 Peters 


~~ 


Wanted to Borrow 


PRIVATE MONEY WANTED. 
WE BHAVE a demand for private money 
and can place yours on Atlanta property 
that will bring better returns and be well 
secured. Address A-35. care Constitution. 


LIVE STOCK. 


Horses, Catt'es; Vehicles 48 
vg Fe aaa Cow. CALL WALNUT 


————— —- 


MERCHANDISE 


Articles for Sale 


BRAND-NEW brick bungalow, East Point, 
sacrifice, $3,950 quick sale. WaAlnut 5361. 


~ BREAKFAST NOOKS 
WESTERN SASH & DOOR CO._ 


FL LAT ‘TOP 60-inch double desk in 
onder. HEmlock — 487 4. 


; HAVE. about OOO vards : of ~ filling to be 

moved at Bankhead near sehool. If you 
need some see Mr. Freeman, 54 Ellis street, 
WAlnut 1940. 


JACOBS’ SALES CO. 
45-47 Decatur street. WAL. 
NEWS VvRINT— 
Fiat newsprint paper, suitable for 
small publishers and job printers. 
The price is right. P. O. Box 1731, 
Atlanta, Ga 


SINGER. White sewing machines. practi- 
cally new. $10 to $50. 182 Forsyth, 8. W 
W Alnut 7919. 


UNCLAIMED EXPRESSAuction 
American Railway Express Co., at 62 
Courtland street, S. E., Atlanta, Ga., on 
Thursday, October 13, 1927, beginning at 
19 a. m., 


good 


sale » by 


cm 


Building Materials 53 


ALL kinds building material, doors, windows, 

ceiling, flooring, ete.. are being sold at 
greatly reduced prices for a few days. Ap- 
ply Massell Lumber Co., 26 Jones avenue, 
IVy 4276. Se 
LUMBER—Williams- Flyoo Lumber company. 

Lumber and ——. materials, 236-256 
Elliott street. [Vy 1 


Plumbing Supplies 583A 


WHOLESALE and retail; buy direct. 197 
Central. 8. W. Pickert Plumbing Sup’y Co. 


-_— 


Business and Office Equipment 54 


BARGAINS IN OFFICE FURNITURE. 
ONE 14-ft counter a lot of railing and 


3 
prompt service. 


. 
confideotial. Fidelity. +s 
805 Georgis 


vestment compsny. Savings 
Bank hbaollding. 


Loans on Automobiles 39A 


LOANS on automobiles, 10 months to repay. 
Car remains in your possession. 
SOUTHLAND LOAN & INV. CO. 
205 Forsyth Bidg WaAlinut 4289 


LOANS ON AUTOMOBILES 
AND REFINANCING LOANS. 
FULTON INDUSTRIAL CORPORATION 


607-608 Atlanta National Bank Building. 


—_ 


Money to Loan, Mortgages 40 


DISAPPEARING MORTGAGES 
JUST LIKB RENT. 
rHINK OF IT: $10 per month per thon- 
sand includes principal and interest until 
paid in full. Cheaper than paying rent: 
more convenient for the man witb a month- 
ly income and safer because the entire 
mortgage does not fall due at one time. 
BRANNAN, BECKHAM & CO. 
802-6 Norris Building. 


FIFTEEN YEAR LOANS, 63. 
Trost Company of Georgia. WAI. 


FIRST MORTGAGE LOANS. 
LOANS—Central property. 53} to 6 per 
cent: residential and husiness property. 
W. B. Smith. WAlnut 8381 19 Walton. 


FIRST MORTGAGES MADE. 
And Purchase Money Notes Bougbt. 
W. 0. ALSTON 
1204 Citizens & Southern Bank building. 
If YOU 


WANT quick mortgage money on 
Atlanta real 


estate see me. 
Moore, No. 315 Healey Sidg. 


INVESTMENTS 
In First Mortgage Loans 
to net 7% and 8g. 
STANSBURY REALTY CO. 
1104 Candler Bidg. WAlnut 6752 


LOANS—Straight or monthly. 6, 64 and | 7 
__ per cent. D. C. Lyle, 212 Grant 


Bldg. 
LOANS on reali estate. Funds to 


1671. 


— 


loan on 
improved city and suborban property; cur- 
rent rates We also specialize in sale of 


Carson, 414 Atlanta Trust Company Bidz. 


LOANS on property in or near Atlanta 

Straight or monthly; quick service. Evnui- 
table Loan & Inv. Co., 533 Trust Company 
of Georgia Building. 


MONTHLY or straight 

and suburban real estate. Low rates and 
liberal repayment features. Mortgage Bond 
& Trust company, 16 Walton street. 


MONEY for mortgage loans, quick closing. 
Reasonable rate. Nelson-( arison Co 
Real Estate, Loans, Insurance. 1022 Can- 


3067. 


loans on Atlanta 


rates 
WAIL- 


estate at prevailing 
1012 Grant building, 
nut 5678 


MORTGAGE loans. insurance. McKinney 
: Mortgage & Investment Co., Hurt Bidz. 


ESTATE—We have money on hand 
loans at current rates. Adair 
Realtors Healey huild- 
Atlanta. Ga 


to make 
Realty & loan Co.. 
WaAtnnt 0100 


P-rsonal Property Loans 40A | 


MONEY TO LOAN, 


ON FURNITURE, PIANO AND OTHER 
PERSONAL PROPERTY UP TO $300 
AT LEGAL RATE. YOU MAY HAVE 
20 MONTHS TO REPAY YOUR LOAN. 
SEZ US FOR PROMPT SERVICE. 


SEABOARD SECURITY CoO., INC. 
250 Arcade Bidg. Phone WA. 1982. 


George P. | 


2? Small Safes, "$23 and $50. . 
"20 Desks, $5 to $50 
40 Chairs, $1 to $15. 
4 Standing Desks. $5 to $20. 
25 Steel Desks, $20 to $50. 
4 Check Protectors, $5 to $20. 
5 Adding Machines. 960 to $100. 
Large bot of other items cheap for quick sale. 
WELL-THOMAS OFFICE 
EQUIPMENT CO. 
B88 and 90 Walton St., N. 
WAlnut 0547. 


EDIPHONE complete. Underwood type- 
writer, desk and chair. filing cabinets. 
Double desk, 2 chairs. 703 Candler build- 
ing. WAlnut 2267. 
SHIPMAN-WARD rebuilt Undetwoods. Re- 
gals, rebuilt Royals; cash or terms. We 
buy, sell, rent and repair all makes. Quick 
Service Typewriter Co., 16 Arcade. Phone 
WAlnut 1618. 


TYPEWRITERS—We sell, 
all makes. Special rental 
dents. Phone WAlInut 2860. 
AMERICAN WRITING MACHINE CO. 
67 Forsyth St.. N. W. Atlanta, 


USED OFFICE FURNITURE. 
WH OFFER a large lot of miscellaneous 
used office equipment, consisting of 
desks, chairs, safes, files, etc., at low 
prices. 
HORNE DESK & FIXTURE COMPANY. 
89 North Prvor street. 


Fuel, Feed, Fertilizer 


CARLOAD of extra good cow 
‘+. Shippey & Bro. 


KIRKWOOD COAL COMPANY 
COAL—DEarborn 1795—COKE. 


Household Goods 


CHILD'S walnut bed, 
cabinet, parlor chairs. WEst 3623-W. 


FOR SALE—Cheap for casb. piano and 
house furnishings at 15 Forrest avenue. 


GOOD used furniture, cheap, at 414 Edge- 
wood. Vittur Transfer & Storage Co. 


KITCHEN cabinet, buffet, china closet 
sale cheap. DEarborn 2561-J. 


ONE HOOVER right new, 


cleaner, 
_ for cash. WAlnuat 7023. 


SINGER, New Home or White sewing ma 
chines, thoroughly everhauled and guaran 

teed to sew iike new. From $15 to $40 

167 Whitehali street. S&S. W.. phone 9910. 


STOVES, furniture bought and sold. Repair 
all kinds stoves, ranges. T. C. Blanken- 
sbip, 215 Peters street. 


MAin 4208. 
| ‘SIMMONS baby bed, 


one collapsible "cot. 
Good condition, cheap. WAlnut 6504. 


rent and repair 
rate to stu- 


Ga. 


: “36 


manure. Jd. 


sofa, china 


antique 


for 


cheap 


— 


Diamonds 


——— a le 


$300 


Jewelry, Watches. 


—_— -—-- 


DIAMONT)—Large briliant white stone, 
ring, $195 quick sale. Ww Alnut mv G1. 
}-KARAT blue-white, commercially “perfect 
diamond. value $200: will sacrifice $120 
Address A-12, Constitution 


61 
capacity about 700 
Covington, Ga. 


Machinery and Tools 


WANTED—Used boiler. 
_ 64. ft. P.‘O. Box 15%. 


Musical Merchandise 
BEAUTIFUL piano. 
rifice price on account of 
Dearborn 3737. 
PIANO—Estey mahogany. sacrifice 
Carder Piano Co., 27 Pryor. 
PIANOS— You can always get the best bar- 
gains at Edies. Piano Co., 2638 Peachtree. 


SAXOPHONES, band instruments repadded 
and repaired, expert workmen. reliable 
service. Ritter Music Co., 54 Auburn ave. 


VICTROLAS—Excellent condition, slightly 
nsed. Terms. Bame’s. Inc... WAlnut 5776 
Seeds, Plants, Flowers 64 


PANSY plants finest grown. $1.50 per 109, 
Cox’s Pansy Garden, 1090 Bryan arve., 
East Point, Ga., FAirfax 1501-J. 


Be Wanted to Buy 66 


B. BERNARD pays cash for used bouse 
furnishings. Phone {Vy 0572. a 
OR } 


HIGHEST CASH PRICES PAID 


SAC. 
city. 


used several years, 
leaving 


storage. 
E. 


_——_— ~ 


HOUSEHOLD GOODS. A. AUERBACH. 


‘WALNUT 0448. 


ATTRACTIVE LOANS 
ON HOUSE furniture, pianos, automobiles, | 
indorsed notes, etc. 
PROMPT service and legal interest rate 
charged 
SOUTHERN SECURITY CO.. INC. 
204-7 Atlanta Nationa! Rank Building. 
WaAlinut 0634 


JEFFERSON LOAN SOCIETY 
LOANS ON DIAMONDS 
8 AUBURN AVENDE. 


QUICK LOANS. 


IF YOU'RE bothered because you happen 
to be short a little immediate cash don't 

he foolish by delaying, but come right to 

us and we will advance you the money on 

suitable terms, at the rate of interest “ixed 

by the state. 

FOR example, we show below the schedule 
of interest on a loan of $50. 

$50 Lean for 10 Months—Total Cost $9.65. 


No. of Payments on Total Pay 
Payments Principal Int at 34% per mo. 
. for 1 mo. on vo $1.75 
5 . for 1 mo. on 1.5. 
5 . for 1 mo. on 
5 . for 1 mo. on 
5 . for 1 mo. on 
5 . for 1 mo. on 
5 . for 1 mo. on 
A . for 1 mo. on 
5 Int. for 1 mo. on 
5 Int. for 1 mo. on 18 
Total paid back in 10 SO pay- 
ments 
Other amounts .are in AES YS 


MASTER LOAN SERVICE.AINC, 
211.- 12-13 Healey Bid." 
Second Foler 
Phone glow 2377 and 2aas 


| HOUSEHOLD GOODS phought 


by Central 


Anction company. 10-12 East Mitchell 


WaAlnut- 9739 


ROOMS AND BOARD _ 


Rooms With Board 67 


ST.—Semi-privrate home, separate 
gentlemen. husi- 
WEst 1879. 


brig! ght. sunny 
private home, 


HEm- 


GORDON 
beds, adjoining bath, heat. 
ness girls or business couple. 
NORTH SIDE—Attractive, 
room, adjoining bath, meals, 
best location, gentlemen or couple. 
lock 3878. 
NORTH SIDB—Room in 
Heat and all conveniences, 
0556-3. 
PEACHTREE 


private home. 
HEmlock 


con- 
busi- 


PLACE, 22—Nice room, 
necting bath, twin beds, steam heat, 
nessa girls or men. HEmilock 7227-J. 


PIEDMONT AVE.—Roommate for 
young woman, modern conveniences; 
cellent heat. WAlInut 4380. 


PONCE DE LEON, 622—Large room, . all 
conveniences, two meals. IVy 2102-3. 


SHELTON HOTEL—<aA few desirable _—* 
cancies, sleeping porch and sitting room: 

good meals if desired. 14 West Peachtree. 

IVy 8204. 

BEAUTIFUL double room and suite of two 
rooms, hath. excellent tabie, references. 

378 Ponce de Leon. N £&. ‘/Atnut 6208. 


CLOSE-IN—Newly furnished room. half 
block from Highland car. HEmlock | 
0444-W. 


FRONT ROOM, 
who desire real 


refined 
ex- 


excellent meals te couple 
home privileges: new 
north side. 
4116-W. 


bungalow. well located on 
ber beashons,  iibnieck 


a 0 bw 


—— With Board 67 


| ROOMS AND BOARD REAL ESTATE FOR RENT 


Apartments Furnished 74 


JUST rivate dining room at 796 
I ag all HEmilock 4776. 


REFINED Home. all modern conveniences: 


can accommodate two; references. HEm- 
lock 1380. 


ROOM, meals, two business people, 
$30. No other boarders. Near McLendon. 

IVy 2119-J. 

91 NORTH AVE... at 
room and meals for two. 


124 WALTON—Two a 
_ $6.50 and $7 per week 


42565 PONCE DB LEON —Reom and board, 
_ sentieman, furnace heat. WAlnut 8309. 


562 HOPKINS—Ladies or couple to share 
qniet home. WEst 2683-W. 


742 WEST PEACHTREE—Double room, con- 
necting bath, good furnace. HEmlock 7268. 


835 PIEDMONT AVE., N. E.—Room with 
connecting bath. 

694 PEACHTREE 
rooms, heat, 

R262. 

699 PIEDMONT, corner Third. delightfully 
heated room. running hot and cold water, 

excellent meals. WAlnut 6935. Garage. 


731 PIEDMONT—Altractive. y fur- 


newly fur- 
nish reom, steam heat, splendid meals. 
WAlIn 0651. 


1002 PONCE DE LEON AVE.—Reautifully 

furnished room, connecting bath, private 
family, for business couple or two young 
men: excellent meals: all conveniences, rea- 
sonable. GEneva 8140-J. 


1075 PEACHTREE—Large 
bath. business couple; 
loc n 6633. 


1113 PP TREE—L ovely room. connecting hath. 
excellent meals: Oct. 15. HE. 20900. 


1989 PEACHTREE—Nice large steam- heated 

room for three young ladies: very reason- 
able: in refined home for paying guests, 
fiEmicok 3307. 


1699 ‘PEACHTREE—Nice single room for 

lady or gentlemen, adjoining bath. also 
room for two young men. very reasonable: 
steam heat. HEmlock 4426. 


$7. 50 PER WEEK—Nice room, three good 
meals dav. conveniences, heat. 153 
West Baker street, N. W. WaAlInut 6904. 


two 


Peachtree, lovely 
WaAlnut 6632. 


of po postoffice, 


(old number 598) bright 
splendid meals. HEmlock 


room, private 
single room. HEm- 


::0oms Furnished 68 


TH STREET, private home, large steam- 
heated room, garage. HEmlock 1838. 


——— ee 


ANSI EY PARK—Private home, 
rooms. connection bath, 
Ine k 47 Ol- J. 


ANSL EY PARK —Lovely front “room. 
necting bath, near Peachtree car. 

lock 1258-J. 

CHESTERFIELD bachelor apartments, rea- 
sonable rates: all modern conveniences. 

Apply 21 Harris street, N. W., next door 

Capital City club. 


DESOTO HOTEL. 211 Ivy street. “Choose” 
best $1 rooms in Atlanta: special weekly. 


GATE CITY HOTEL—142 Forsyth street, S. 
Clean outside rooms, $3.50 to $5 
per | week. 


LINW 00D SECTION—Near Highland, | 2 con. 
necting rooms, twin beds, private lava- 

tory, or one large room, twin beds, young 

men or students. WaAlInut 2741. 

NORTH | SIDE ~Front room, steam heat, 
garage. owner, gentlemen preferred. HEm- 

lock 7460-W., 


NORTH SIDE, 
furnace heat. 
lock 2687. 


NORTH SIDE—Lovely room in _ private 
home, adjoining bath, steam heat, con- 
stant hot water, gentlemen, references. 
HEmilock . 5347 


NEW. BAL - a HOTEL—ROOMS $1: 1: witb 
_ bath $1.5 205 Peachtree IVy S8v68. 


PERSHING POINT section. 2 Tron! 
rooms, refined home, owner; 
HEmlock 0702-J. 


PEACHTREE. 
room, very 
7765-3 


NORTH SIDE— 
private home, 

or ae K 

loc k 24- Ww, 


AIT RAC T IV E front room, private entrance: 
splendid meals. 556 W. Peachtree. Apart- 
ment 


ATTRACTIVE room, twin beds, steam heat, 
meals if desired. 416 Boulevard, N. E., 
apartment 6. 


BEAUTIFU LLY | furnished room and apart- 

ment, newly papered, steam heated, walk- 
ing distance. 21 Prescott street, between 
‘the Peachtrees. 


two 
gentlemen. 


lor rely 
HEm- 


sdjoining bath, 
garage. HEm.- | 


bedroom, 
gentleman, 


choice front 
references. 


‘furnished 
HUntley 


4.,0—Attractively 
desirable location. 


Beautifully. furnished room, 
with meals: 
shower bath, 


garage. HEm- 


business couple | 


MODERN bungalow, room adjoining hath, 
heat, all conveniences, 2 blocks Piedmont 
Park. HEmlock 6741-J. 


| LARGE front room, steam heat, _ 

| jiences, three car lines, garage 

9918. 

NICELY FURNISHED room 
home. HEmilock 4034-J. 

NICELY furnished room: conveniences; 
vate. 642 Lee St., near Gordon. 


ROOMS, twin beds, adjoining bath. 
Ponce de Leon. Phone HEmlock 7901. 


ROOM, PRIVATE BATH. EX LUSIVE 
FAMILY. GENTLMEN; MEALS OPTION- 

AL. WALNUT 8287. 

SUNNY 
closet, 

5498-W. 
2 PEACHTREE> 
sfrable roommate, 

HEmlock 4792. 

211 WASHINGTON ST.—Apt. 8, furnished 
room, connecting bath and heat. 

817 PAKK STREET—Nicely 
room, business couple preferred, 

WEst 38s81-W. 

1327 W. PEACHTRBE—Nicely furnished 
front room, gentlemen, beat, $20. HEmlock 

1899-J. 

1130 PIEDMONT AVE.—Apartment 1. lovely 
room, overlooking Piedmont park. GEneva 

§054-J. 


-——S— - + 


conven- 
WaAlnut 


in north side 


pri- 


beds. s. large 
HEmlock 


reom, twin 
attractive home. 


front 

furnace; 
PLACE—Lovely home, de- 
gentleman, $13 month. 


furnished 
garage. 


Housekeeping Rooms, Furnished | 69 


DECATUR— Three rooms, private bath. s sep- 
arate entrance, references, adults. DEar 
born ¢ 0276 


WAlnut ¥857. 


rooms for house- 
W Est O729- Ww. 


WEST EB ND—Three clean connec tinge rooms, 
all conveniences. 1206 Sells. WEst 0975 - J. 

WEST END—Three nicely ~ furnished rooms, 
garage. 309 Rosser St. WEst 26 46- J. 

CLEA ” ee sunny kitchenette, 

| private home, $30, DE arborn 

LOVELY 
gentlemen 


ren son: ible. 


a ee ee ee 


END- —Two large 
adjoining bath, 


enette fureished: 


Ww EST | 
keeping, 


heat. 
3178. 


room. 
adults. 


all conveniences 
Ww E at 362 : 


front hedroom, 
pre ferred. 


ROOM ‘and kitchenette with sink. 
Si weekly. 154 Rawson, 8. W. 


en | 


furnished, 
MdAin 
rooms. sink. 
Owner, WAI- 


TWO furnished 
809 Courtland, 
nut 1631. 


$i—ONE or “two completely 
keeping, heat, sink; conveniences. 


2903, 
250 FORREST AVE.—Furuished 
steam heat. het water, HUntley 


$48 PEACHT REE—Best location, 
and kitchenette. HEmlock V615 


—_—- —— 


Housekeeping Rooms, Untur. 70 


KIRK WOOD—Four rooms in private home, 
all conveniences, garage, reasonable. DEar- 
bern 0120-W 


NO. 233 G EORG tGIA AVE., 8. E.. 3 LARGE 
UNFURNISHED ROOMS, UPST AIRS: RE- 

FINISHED; CHEAP. WALNUT 4952; IVY 

R391. 

674 CAPITOL AVE.—Two connecting rooms, 
must be seen to be appreciated. #22.50. 


Hotels and Resteurants 71) 


MIDTOWN HOTEI-—73 North con- 
venient. comfortable: 
p oes commerce ial and business people. 


housekeeping 
near Forrest. 


furnished house: 
MAip | 


apa rtment, 
7513 3-J. 
large room 


_——— 


— ie a 


Pryor, 


me ee eee - ee 


CECIL COFFEE SHOP. 
__ OPEN FROM @A M TO 1 P. M. 


REAL ESTATE FOR RENT 


74 


Apartments Furnished 


CAPITOL AVE.—Lovely small 
room and kitchenette. bath. 
$6. 50 per week. MAin 1573-W. s 


DRUID HILLS SECTION—Four-room apart- 
ment, completely and well furnished 
DEarborn 2049-J. 


FORREST AVE... 
kitchenette, $7.50 week; 
#675 
GORDON ST.—Bedroom. dining room, kitch- 
en, lights, water, telephone furnished. 
WEst 1198-J. 


BEAUTIFUL, 
bed, steam 
ment 5. 


—_—~ 


redecorated 


clean rooms. 
Ivy 


146— Nice, 
£25 month. 


furnished, 4-room, Murphy 
beat. 609 Boulevard, Apert- 


FURNISHED. 

WILSONIA—Located at corner of Greenwood 

and Frederica. Four rooms of brand new 

furniture. Only 275. Let us = you this. 
B. M. GRANT COMP 

Grant Building. Walnut __ 1. 


IN GARDEN APARTMENT — _- Peachtree 
road, beautiful, furnished, 4-room apart- 
ment for winter months. HEmiock 2975. 


LOWER five rooms. bath, also three rooms, 
comfortably furnished, reasonable. 304 
Forrest avenue. WAlnut 5041. 


MODERN and desirable apartment. heat, 
lights, water, adults only. 385 Sinclair 
avenue, N. E.. WAinut 9107. 


14 SMALL new apartments. just completed: 
have three ieft. Immediate possession 
W Est 1405-4. 


161 EAST co pprndeTey AVE.—Five rooms 
Alnut 4098. attractively furnish. 


special weekly rates . 


apartment. ,; 


887 PONCE DE LEON—5 rooms, front, walnut 
mahog. furniture linen, silver. HE. 5728 


_ Apartments Unfurnished -T4A 


CHATHAM COUR Si 
Corner Th = 


wits show. References reqni 
Robert H. Jones Hemlock 8153 


DRUID HILLS section, five rooms, furnace 


beat, in brick bungalow with couple, 
adults. DEarborn 1687-W. 


NORTH SIDE—Five-room nparenneate 
porch. 810 Juniper street. N. 
PEACHTREE—Beyond Buckhead, — room 
PR me two bedrooms, heat. GEneva 


large 


PALLAS APTS., 
EXCEPTIONALLY 


1559 PEACHTREE. 
large and all outside 
rooms, most desirable location on Peach- 
tree street, facing intersection of Spring 
street: apartments of 7 and 9 rooms. See 
janitor or phone WAlnut 3015. 


ST. CHARLES APARTMENT—Reantiful 5- 
room apariment. every known  convren- 
lence. HEmiock 0846. 


ADULTS only. four rooms. bath. porches, 
heat, , hot water. carage. $50. WEst 05 0599-J. 


APARTMENT FOR RENT—Phone WaAlput 
2723. W. L. & John O. DuPree. 


APART. 630 Roulevard, N. F., nice 
location, low price, all conveniences. WAl- 
nut 0162 


APARTMENTS 
NEWLY DECORATED. 


No. 430 Boulevarde, N. BEB 

458 Boulevard, N. E. 

592 Boulevard, N. E. 

398 Jackson St.. N. E. 

819 Peachtree St., N. E. 
No. 1115 Ponce de Leon 

ave., N, 


Jester, No. 516 Ponce de Leon ave.. _N E. 
Wilsonia, No. 794 Frederica 8t‘, . 


Boulevard court. 
Kdward, No. 
Hillsboro, No. 
Melrose, No, 
McGhee, No. 
St. Augustine, 
E. 


Let us give you the particulars about these 
apartments, Unusual vyalues are to 
| found here. 


M. GRANT COMPANY 


{ R 
| Grant Building WAlinut 1600, 
i 


-_- 


DELIGHTFUL second-floor duplex conren- 
lent. 193 Elizaheth atreet. W Alnnt 5453, 


DUPLEX—Near Ford plant. Sears- Roebuck, 
lower, six rooms. $50: upper. four rooms, 
TA9R 


$55. _ 4382 Rankin WaAtnnt 
excellent features. 


EFFICI IENC Y six rooms, 
Ponce de Leon court, $75. HEmiock 


722 


T491- W. 


FIVE - ROOMS | on north side for $26. 
lock 4034-7 


— ee 


FOR APARTHENT S—Fitzhugh Knox 
Sons, Norris building. WAlnut 8947. 
Peachtree street 


FOR RENT—Apartment, 


H Em- 


& 
233 


5 rooms, 449 Capl- 
H. Abbott, phone IVy 4903. 


tol Ave. M. 
PREE -15 days’ rent. 48% Moreland ave, 
, “ a ° rooms and sleeping porch, new- 
Vv ae 


all conveniences. HE. 7583-J. 


NO. 450 ANGIER- AVE.. N. E., “5 LARGE 
ROOMS, BATH, PORCHES. CONVEN- 

[ENC tet REFINISHED. WALNUT 4952; 

Ivy 8391. 

ONE SIX-ROOM APARTMENT WITTE 
SCREEN PORCH, $67.50. 926 WAVERLY 

WAY OWNER. WALNUT 8729: SUN- 

DAYS PHONE DEARBORN 2613 


SIX- ROOM apartment, second floor, in six- 

aportment  bnilding. Owner lives on 
premises: references required; strictly firat- 
class. 1149 Ponce de Leon. Call WAlnnt 
1991; after 32 call HEmioek 3565. 


SPECIAL 


WE HAVE for sublease in the Blackstone 

No. 740 Peachtree street, N. FE... a three- 
room bachelor apartment. Immediate occu- 
pancy. This desirable nnit will not be for 
rent long. Call us now. 


BR. M. GRANT COMPANY 
Building WAlnut 1600, 


THREE or four rooms. steam heat, janitor, 
; private home. 766 Piedmont avenue, N. E. 
Owner. 


Grant 


5 ROOM duplex apartment in Ansley Park: 

very desirable location and only one-half 

bleck from car line. All modern conven- 

iences; reasonable rent; immediate posses- 
sion. 

Ss. W. CARSON—WALNUT 2023. 

414 Atianta Trust Co. Bldg. 
Call for E. L.* Adams or W. C. Carson. 


360 FIFTH ST., N. E. — Very desirable 

steam-heated, six rooms and front porch. 
First-class condition, second floor, $55. Phone 
W. A. Ward, WaAlnut 4051. 


412 LINDEN AVE.—Three- room “ paartment, 

heat. tile bath: no children: walking dis- 
tance Sears-Roebuck, Ford plant; $35. WAI- 
nut 4078. 


131 FORREST 
RIDLEY COURT. 
Two to five rooms: 
well maintained, W Alnut 


. 
332 E. FIF TH — Five-room 

| Forrest, four-room apartment. 

/31 76. 

r 

@ 

{ 


— —— 


AVE... N. E. 
FIREPROOF 
porches, garages, 
7416. 


apartment, 230 
W Alnut 


5 OAK ST.—Two rooms and kitchen, small 
pte oF porch. W. Est 0690-7, 


= Se 


vo GORDON—4. room apartment. 
nice: steam heat. WHst 0030-W 


1800 PEACHTRE RD.. nice 4-room apart- 
ments. ‘reasonable adults HEmlock 4589- Ww. 


em ee 


2181 PEAC HTREE ROAD. 
THREE Si-room apartments with 
all conveniences. HEmlock 4453-J. 


'_ ees 
-_--—- ee -~ 


Apartments Fur. or Unfur. 75 


NORTH 8IDE—Three-room apartments, re- 
ne furnished, $45 to $60. WaAlnut 


‘ 


FOR the best rate and the most modern 

and best located apartment building, call 
Mr. Wynne, HEmilock 4040; office corner 
Highland and North avenue. 


——— 


unusually 


porches; 


- — 


— 


Business Places for Rent 75A 


WAREHOUSE & OFFICE BUILDING 


FOR RENT AT SAVANNAH, GA. 


' 
ONE STORY brick 
floor, space of 12,000 square feet. on 
the new Coastal highway, 100 feet from 
Merchants and Miners Transportation com- 
| pany’s dock, short distance from ‘vean 
, Steamship company, and Central and South- 
| ern Railway depots. Platform for toading 
; and unloading, two cars on side track at 
| loading door of building. Mintmum inavr- 
ance rates. Will rent or lease for term 
of years to reliable tenant, 


building with cement 


1o— 


Apply 
GEORGIA SUPPLY COMPANY 


West rg St. 


Savannah. Ga 


eee 


 Heuses for Rent, Furnished 77 


NIC EL =LY furnished 10-room brick residence, 
immediate posses. 
HEmilock 5851. 


eee 
—<—--— 


'House for Rent, Unturnished 77/ 778 


CAPITOL VIEW—-1459 Beatie avenue, six- 

room house, all conveniences, water, 
lights, bath, garage: on paved street, close 
to school. 1463 Beatie avenue. WEst 3: 3575- J. 


Nee 


MORNING SIDE—U nusual opportunity te to rent 
new six-room brik bungalow, tile bath and 
| shower, shady lot, located 1374 Lanier Boule- 

vard. Price $75 per month. Call owner, 

WAlnut 7710. or MAdison 5675-R. 


| NORT H SIDE - 6-room duplex, redec orated, 
7531-0, 


furnace, laundry, garage. HEn. 


NORTH SIDE—Attractive up upper duplex, 
also apartment, every convenience, 


$49. 
, WAlnut 1171. 


Cc. G@ AYCOCK REALTY CO. 
Renate, Loans, Insurance WaAlnut 2867 


GOOD 5-room house, all conveniences, large 
lot, near West View, $25. MAin 0326, 
MAin 4. I0)-S Ww. 


HOU ISE. 6 rooms, bath. hot watr, heat, large 

grounds fruit and pe@an trees; also small, 
fruit and lerge garden, $30: kes at Kimball 
Drug Co., 260 North Boulevard. 


S1X- ROOM house, all city een in 
_ College Park. Call HEmlock 4576 


6-r. cottage 
3-r. cottage ......«. 
~ baths, house 


modern conreniences, 
Druid Hills section. 


a 


| 
| No, 26 
! 
| — 
| 
{ 


sion. 


-—_— 


=a Indiana ave., 
47 Meadows avre., 
474 Park ave., 9-r 


| 656 Spring st., 9-r. house 
| 510 Atwood st., 


(-r. cottage 
AUTCHINSON & CO. 
Ww Alnut BATH 


BE. D. 

°45-T7 Arcade Bldg. 
25 Adair street 
747 Olympian 
1472 Olympian 
1577 Olympian 
1596 Olympian 


circle 
circle 
a 

WEST 


84 | WEST 26TH ST REET—New 5-room dit- 

plex, steam heat and hot water furnished: 
garage. Miss Stuart. night, HEmlock 
0931-W: day, WAlnut 2057. 


515 EAST UNTARIO—Three bedrooms, re- 


ception room, dining room, kitchen ana 
bath, pewly decorated inside and oubh; ga- 
rage. WEst 3585. 


$66 ROSALIA—Three-room duplex, sep. 
= bath, $27.50. Owner, 


separate 
WaAlnut 


570° “HIGHLAND. near Boulevard: ‘4-room 
duplex; A-l a $27.50. HE. 5289-J. 


689 EAST AVE., N. E.—6 rooms, 2 kitchens, 
double garage, eB Forrest Avenue school: 
furnace; possession immediately; $40. Gor- 

don W. Donaldson, owner. WAlnut 56460. 


Houses for Rent, Fur. or Unfur. 78 


PEACHTREE CORNER— Beautiful. ~ gp-te- 
date, 10-room brick hardwood floors, steam 
heat. three 


| vate family preferred. 


Cn let m9 vr a gt “ a 
ne RM REN oe 
® 


te ead ee i ie 


tile haths, double gara pri- 


sash Sta Sa 


pan 


5 ere i 7 e3 4 
se a wes ~ ost es, ~ ped, Sea's 
gigs 
* 
“ay a cues atin 
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(REAL ESTATE FOR RENT’ 


Office Space for Rent 78A 


FORSYTH BUILDING offers desirable of- 

fice apace. Centrally tocated Space cas 
be. divited te suit individual needs. WAl- 
hu 


CANDLER ANNEX—Units 12x16 and larg- 
er. or one large with smal! counectiong 

private office avaliable. Excellent location. 

minimum renta! rate WaAlnot 3970. 


PETERS BLDG _—At Five Points; most cen- 
trally located: oe and suitable anits. 
Apply Suite 610-11 


FOR RENT. 
OFFICE in the Southern Mortgage Company 
building: 10 Auburn avenue. just f off Peach. 
tree street, Price, $15. $25. $30. including 
heat. lights, water and elevator service. 
HOLLEMAN REALTY CoO. 
10 Auburn Ave... WAlnut 5514. 


OFFICE space and store room. Spring street 
_ at North avenue. 6419 Spring street. 


Wanted to Rent 81 


DUPLEX—Desirable near-in, seven-room. up- 
per, extra kitchen, $35. . HEmiock Hg OO 


RESVUNSIBLE party wants to rent bome | 


an north side, prefer to be within a ra- 
dina of two miles of Buckhead. cannot pay 
eter $75 merth. P. O. Box 363. 


WANTED—Furnished house with 5 or 6 

reoms: College Park vicinity: must hare 
all conveniences. Address A-39, Constitu- 
tion. 


WANTED—Furnished apartment in apart- 
ment building on or near Peachtree or 
Ponce de Leon: about two rooms, kitchenette 
and bath: must be reasonable in price 
Answer P. . Box 1224, City. State price. 


WE WA) NI vour apartments and . bomes not 
rented We can rent them. Conyers 
Realty company, WAItInut 4071. ‘i: 


REAL ESTATE FOR SALE 


Brokers in Real Estate R 
ADAMS-CATES CO 
204 Grant Bldg WaAinut 5477. 


ATLANTA TRUST COMPANY, real estate 
departm2nt. Atlanta Trust Co., bidg. 


M GRANT CO —Ground floor Grant 
‘building Forsyth Street. WAlinut 1600 


———_ 


BURDETT REALTY CO —We negotiate any | 


kind of real estate probleme 


CUMRERLAND Realty & Trust Co. Leases 
loans iIneurance salca Second floor 
Wynne- Claughton bidg WAt!Inut 2550. 


———- --—— 


FOW LER MEREDITH REALA TY co. 
North side homes 215 Wynne Clanghton Bldg. 


GUARANTEE BOND & MORTGAGE CO 
Renta. Leases Sales and Finance. 
eee Claughton Bidg. WaAinut 0906 


eu a L. THROWER 
dy weer Bidg 


2% HANTS & MECHANICS BANK. %5 | 
N th Forsyth street. WaAinut 1600 


NUTTING J. R & CO —1001 Georgia Sav 
ings Bank Bidg WaAlnut 0156 


ee 


RANKIN-WHITTEN CO.—Real estate and 
renta 51 North Fforayth. WAlnut o626 


SA\.ES—RUSINESS LEASES—Haas & How 
eli Reali Estate Department. Haas-How. 
ell hwilding WAlnut 3111 , 
SHARP & BOYLSTON 
36 Luckie Street WaAlnut (2080 
me GRAVES SELLS bouses, tots income 
_Droperty and farms 45 Anburp avenue. 
TURMAN BROWN CO —210 Georgia Sav- 
ings Bank huilding WAlnot 4274 


—— —._.... 


__ WAlnut 0163 


—_——- 


eee a ee 


WEY MAN & CONNORS. 
Sales, Leases. Loans. Rentals. 
D8 Marietta St. WAI, 2162. 


Business Property for Sale 82 


A “HIG H-« CL ASS investment: 2 brick atores, 


leased to good tenants doing a fine busi- | 


husiness: owner needs money and is offering 
a bargain. See H. J. Cranshaw, 
Bide. WaAlnut 1551, 

WE CAN supply a good location for an 
husiness Massel] Realty Co... WAlnut 1607. 


Farms and Lands for Sale 83 


FARM lands in all parts of Georgia, includ- 
ing many desirable places in the tebaveo 
helt in Candler, Toombs, Bacon. Coffee. Rer- 
ren. Cook. 
connties at very low prices and reasonable 
terms of payment. Send for price list. 
THE GEORGIA LOAN & TRUST COMPANY 
Macon, Georgia. 
TW ENTY ACRES of land in high state of 
cultivation, in tobacco belt, has six-room 


dwelling, nice store and filling station doing 
good business, one large barn. four wells 


“nd other improvements, dwelling house and | 


store has electric lights and water. located 
13 miles from Valdosta, 12 from Hahira 9 


from Lakeland and 6 from Ray City. Will! 
sell for halt cash and terms on balance if: 


desired. Geiger, Waldosta, Ga. 


500-ACRE ee and peach orchard, right at | 


Opelika, Ala. Price $45 per acre: no loan: 

an: 

free of debt: owner will trade for apart- 

ment house that is remunerative, 
ness property. 

RALP HW. MARTIN CO., 

Atis ‘nta Trust Bldg. WAlnut 27 


: ~t. 
= i cilia iy a, — 


a Houses tor Sale 84 
DRUID HILLS HOME—Forced 
Owner, DEarborn 3422 
BEAUTIFUL St. 
at a real sacrifice. on easy ternis. Call 
at once. EF L. Harling, W Alnut S620. 


— a ee 


sacrifice 


I; r Y this at your own price ; account. fi. 


nancial tronble must sacrifice 8-room brick | 


bungalow: every modern conventence: 
Hills section: loan $6,000 make offer: 
have to move fast to get this! 

FOLSOM REALTY & INS. AGENCY. INC... 
412 Candler Biag. WaAlnut 1635. 


DOU BLE your money in 2 years: 

S84 Clifford St., corner of DeKalb Ave.: 6 
reoms, furnace hent, B5.ft. " 
bigger bargain ever offered in the’ history 
of Atlanta real estate than this one: you'll 
have to act quick to get it. Norris Con- 
atruetion Co., 815 Forsyth Bldg. WaAInut 


J749 


— -—-. —— 


Druid 
yon'll 


+ ee —— oe 
—<_— _—-—S—- —_- Se ee ee ee 


FISCHER BARGAINS. 


TWO baths, T-room brick bungalow, 
side, corner lot, To 

ENGLISH COLONIAT 
in Morningside, g3.900 

PEACHTREE HBEIG HTS PARK, 
story handsome home, £35.000. 

MERRITTS AVE., near Courtland, improv- 
ed lot 50x146, $100 foot. 

LUCKIE ST., close in improved lot, 52:x115, 
S100 frent foot. 

WEST END, new and tiodern T-room brick 
bungalow, $6,900, easy terms. 

ELEVATED shaded lot, 70x160, near Emory 
university, $1.750. 

DUVLEX, brick. Y-storr, tile roof, 
$1,740 year. $14,500; trade. 

WAlnut S241. 

FIVE roome, bath, 442 Patterson avenue, 
offers above &2,400 considered. MAin 

O77T5-W _or any real estate broker. 


HOME BUILDERS—Atlanta Realty & Con 
struction Co. Healey building. IVy¥ 3180 


HOPKINS Bungalows are different. FP. B 
Hopkins & Son, Palmer Bidg. 


NEARLY — teem house on half acre, 
$2000. WW. . L.. Forest Park, Ga. 


SIX-ROOM frame bungalow on East Lake 
rice for sale by owner. Business phove 
WaAlnut 4006, residence WAlInut 1938. 


S°LENDID HOMB near Ponce de Leon. 
eight tooms and sieeping vorch, modern 
for large family or family aud income. 


north 
-room, 2-story heme 


9-room, 2- 


rents 
Carl Fischer, 


Price $8.500 on very reasunshle terms Cal! | 


owner WaAlinut 8001 end see nroperty 


WILL pel you a beautiful duplex for half 
price. WaAlnut 2749. 


Ww. D. ~ BEATIE—Homes without loans, 
Salt” building. Marietta street. WaAlnut 
1085 S$. MORELAND AVE., new bungalow, 

five rooms and bath; price, $3,600; no cash 
payment required of responsible party, Geo: 
Pr. Howard, WAlnut 5629 or HEmiock 1987. 


% Lots for Sale 85 
" *"*ONDALE ESTATES a 
DEARBt 0176 DEARBORN 822) 


CHATHAHE RVAD LOT, 100x350, for $6, 
500 Chas. ft. Greene. WAlnut 4309 


PERFECT Garden Hills lot. 
sacrifice at $1.975. HEmiock 3667-J% 


WILL acll very cheap iot 8. block BR. Olymp 


ian Hill: subidivision near corner of Cherry 
street and Cascade avenue. FP. 0. box 4528, 
Tampa, Fila.. 


ee 


Investment Property 


12-FAMILY APARTMENT —Fulle rented. on 

prominent north side street, for sale at a 
bargain or will trade equity for semalier 
property. HEmiock 4034-J. 


—= = 


Proverty tor Colorea 86 


WEST SIDE—$100 cash, $20 per month, 
new 4-room bungalow. HEmlock 2600-W. 
' HOMES and investments WAlnut 2649 
_ WEst R207-M. 454 -Auburn. Arnold. 

37 MICHIGAN, 1141 West 


Hunter, 116 
Lawshe, 45}; Auburn, WAlnut 2649. See 
Arnold. 


SS 


To Exchange Real Estate 488 


EXCHANGE—Orlando, Fila., home for At- 
ae ery or farm. Mr. Finch, 389 
Courtla E. WaAlnut 6794. 


Rhodes 


Colquitt and other south Georgia | 


or busi- | 


Augustine place bungalow | 


look “at 


corner lot: no: 


“303 \ Apt. 


GOx 187, “will ; 


Wanted—Real Estate RQ 


WANTED—Listing on first-class brick apart- 

ments fully rented $30,000 to $75,000 
value which will show better than 10% net. 
FOLSOM REALTY & INS. AGENCY, INC. 
412 Candler Bidg. WAlnut 4635. 


Auction Sares 90 


OGLESBY REALTY AUCTI*VUN “COMPANY— 
Oglesby Bros., Auctivneers. Ansley Hotel. 
iVy 1100. 


SMYTH epg Real Estate Auction Co. 
P. Box 1612. HEmieck 5446 

ORSHA - TRULUCE AUCTION 
629 Candler Bidg WAtlnut 1000. 


TODD - 
_ CO.. 


CLASSIFIED DISPLAY 


Rentals 


APARTMENTS 


72 Roulevard, N. F.—S R 
653 N. Highland Ave.—5 R... 
€73 Bonlevard, N. E.—4 R.... ° 
234 Jackson St., N. E.—3 ws 
Hv Jackson St... N. E.—A R... 
N, Highland Ave.—A FR 
52 Jackson St., N. F.—3 R. 
Ponce de Leon ave. ' es 
738 Boulevard, N. E.—4 B..... >. OW) 


Burdett Realty Company 


Candler B'dg. WAI. 1011 


‘REAL ESTATE FOR SALE 


f 


CLASSIFIED DISPLAY 


CLASSIFIED DISPLAY 


Real Estate Real Estate 


Real Estate 


ree Bi DISPLAY 


CLASSIFIED DISPLAY 


Real Estate 


CLASSIFIED DISPLAY 


Real Estate 


CLASSIFIED DISPLAY 


ss 


Automotive 


DRUID HILLS 


ENGLISH cottage, six rooms, bath. 

tile roof. has shade trees, woods 
in back, beautiful shrobbery and 
flowers. A bargain at $10,000, Can 
be seen any time. 1468 Cameron 
Court. For full informstion call Mr. 
Southworth, 1Vy 0867 


Wanted Real Estate 
Central 


WE HAVE regponsible parties who 

want central locations. Prefer 
homes. and lots from Edgewood ave- 
nue to Weodward avenue, and from 
Madison avenue to Capitol avenue. 


Write or phone details. 


McKINNEY MORTGAGE 


& INVESTMENT CO. 


Real Estate — Loans — Insurance 
839 Hurt Bidg. WAl. 5590 


SPECIAL NOTICE 
$3,500—New 6-Room Bungalow 


LOCATED in best section Kirkwood, 
facing car, near schools, churches 


nn SS 
DRUID HILLS BARGAIN 


ON ONE of the old roads, close te 
Ponce de Leon, and surrounded by 
magnificent homes, we offer one of 
the show places of Druid Hil'’s—9 
rooms, brick, tile roof, tile perches 
front and rear: 3 baths, steam and 
olf heat, well equipped laundry; 
garage for 3 cara, with servant's 
quarters above. Perfect lot, 100x508, 
with quantities of shrubbery and 
gorgeous old trees. Redaced from 
to $22.500 for quick sale. 

Ww Alnut O14, Flatiron Bide. 


J. R. NUTTING & CO. 


and stores. Must be sold immediate- 
ly. $200 cash, $25 per month. Tonite 
lbKarborn 1851-W—MAin 3593 


CLYDE L. TURNER CO. 


231 Healey Blig WAL, 6007 


ee a 


U se Constitution Want 


Ads for Results. 


BPPPLLP LLP ALAA LAAN 


Reinforced Concrete 


A ® STORY building. face brick ex- 


NORTH SIDE 
terior, contains 7,000 «sq. feet: 
Precis os is som ‘ Pasle nae he es of $500. 90 CASH—$35. 00 PER 


city: price of entire property is n- NTH 
der $2 a sq. foot. Ask a building MON 
contractor about this. WE ARE offering 4 new red brick 


Adair Realty & Loan Co ! bunga! ow north of Ponce de Leon 


avenue on the above easy terms, This 
REALTORS 


your own. You enter a spacious liv- 


is a home you will be proud to call 
Hea'ey Bldg. WAI. 0100 


ing room that adjoins the daylight 


BABBAGE APTS. 
120 LAFAYETTE DRIVE 
4 and 5 rooms..$65 and $75 


CANTERBURY MANOR 
APTS. : 
W. PEACHTREE ST. 

2 and 3 rooms. .$50-$67.50 
DEERFIELD APTS. 
3§8 PONCE DE LEON 

| § and 6 rooms. .$65 and $80 

DELLA MANTA APTS. 

.1268 PIEDMONT AVE. 
$102.50 


f& rooms 


| ELMWOOD APTS 
1708 PEACHTREE ST. 
and 7 rooms.$85 and $115 
28 EIGHTH ST., N. E. 
4 rooms 
EUCLID TERRACE 
957 EUCLID AVENUE 
ules oe baw 68 $40 


214 FOURTEENTH oe, 


—— Ee ee ee ee ee 


3 rooms 
HAMPTON COURT 
APTS. 
803 PEACHTREE ST. 
4 and 5 rooms..$50 and $60 
|| ITALIAN VILLA’ APTS. 
200 MONTGOMERY FERRY 


— ee ee 


4 rooms 

| ST. ANDREWS APTS. 
1241 W. PEACHTREE ST. 
4 and 4 rooms. .$40 and $80 
PEACHTREE TERRACE 

APTS. 

1343 PEACHTREE ST. 
and 5 rooms.$60 and $115 


— 


RANKIN-WHITTEN 

REALTY COMPANY 

$1 N. FORSYTH ST. 
WA. 0636 


—_ 
—_ 
—E 


——_ 


Calphurnia Apartments 
373 Moreland Ave., N. E. 
Apt. 10-—4 roonis, second 
tloor. 
Apt. 20—3 
floor 
Colguit Apartments 
461 Highland Ave. 
Apt. 10—4 rooms, _ third 
floor, porch ...-.. $60.00 
Grand De Leon 
Apartments 


904 Ponce de Leon 
Apt. 4—5 = rooms, second 


third 
$40.00 


Apt. 8—53 S, _first 

.50 

The above apartments acteds 
garage. 


Isabel Apartments 
490 Angier Ave. 
Apt. 9—4 second 
floor $40.00 


Jacksonian Apartments 
386 Jackson St., N. E. 
ta floor, 

$5.00 


rooms, 


Apt. 2—4 rooms, 
porch 


North Park hiictiants 
1148-56 Piedmont Ave. 
third 
$105.00 


Juniper St- Apartments 
946 Juniper St., N. E. 
Apt. 3—4 rooms, first 

OS See aes ae $60.00 
Royalston Apartments 
| 215 12th St., N. E. 


6—4 rooms, second 
porch $60.00 


ee = ee ee ee ee 


room §, 


| tloor, 
‘it 660 N. Boulevard Apts. 
660 Boulevard, N. E. 
Apt. 2—4 rooms, first floor, 
porch 
Vececia Apartments 
1073 W. Peachtree 


Apt. 12— rooms, second 


Wabash Apartments 
378 Boulevard, N. E. 
Art. 8—3 
floor 
Werner Apartments 
211 Washington St., 5. W. 
rooms, first 


rooms, _ first 


Apt. 4—3 
floor 


TURMAN-BROWN CO. 


Realtors 


2nd Floor Ga. Sav. Bank Bidg. 
WAlnut 4274 


Real Estate 


SEVERAL small pieces of property showing 

good income for sale at a bargain or will 
exchange equity for clear bungalow. HEm- 
lock 4034-J. 


500-.ACRB farm and peach orchard, richt at 
Opelika, Ala.: price. $45 per acre; no 
lean: free of debt: owner will trade for 
apartment house that is remunerative, er 
business peeparty: 
P RALPH RB. MARTIN CO., 
Atianta Trust Bidg. w Alnut M27. 


——_—_ 


 'Wanted— Reali Estete 89 


w ‘AAT have you for $1,500 cash in a home 
close in? P. C. M., 20 Forsyth street, 8.W. 


—VERY spacious 7-reom 
$8,500 brick bungalow. It has 
2 baths, plenty closets, large attic 
and daylicht basement. Pretty lot, 
adjacent to Peachtree road. The sur- 
roundings are very appealing. This« is 
a reduced price for quick sale. The 
house, built about one month. Owner 
says sell on terms, $1,000 cash. Let 
us show von. 


RALPH B. MARTIN CO. 


Atl. Trust Bide. WaAli, 9627 


dining room, a cozy breakfast room 
and nice kitchen with built-in cabi- 


nets. The three bedrooms open near 


a solid tile bath with shower lhe 
lot is shaded and the shrubbery fs 
placed and growing. Call Mr. Bald- 
win evenings WEst 2564-W, or 


McKINNEY MORTGAGE 
& INVESTMENT CO. 


Real Estate — Loans — Insurance 
839 Hurt Bidg. WAIL 5090 


DRUID HILLS 
EMORY SECTION 


1043 CLIFTON road. A beautiful 

two-story. brick home priced wavy 
under auything in its class in Drnid 
Hills. Investigate this before you 


buy. 
John J. Thompson Co. 


Candler Blidge. Kealtors WAI. 3935 


New Brick Apartment 


OF FIGHT units. near Ponce de 
Leon avenue. Rents $4,800 per 
year. Financed properly. Will 
exchange for other property. give 
or take difference. Fully rented. 
See wx if vou want to trade. 
Ca’'l Mr. Reeves or Mr. MeKinnon 


CUMBERLAND REALTY 
& TRUST CO. 


WAlnut 25050 


CHOICE LOCATION 
OXFORD ROAD 


REAUTIFT I. shaded ‘of, level, idea! 
ly located, east frontase ef 00 

feet, conven! oe to ear line, 8 honia 

churches and ores, A renal val 

at &4.C00, with 3400 cash and  tainias 

fAaAs\. 


LINWOOD PARK > 
7, 250 eka ice iti, 


clenr oak floors, tile bath. furnac: 
heat A wonderful oepportunits to 
own medium priced home in cenven 
lent high-class residential section, 


(‘all Mr. Hicks. 


DOLVIN REALTY CO. 


REALTORS 
(andier Bldg, 


Buys 


“Every Day Some One 
In Druid Hills” 


WAI]. 3585 


HBruid Kills 


SALES OFFICE 
REALTORS 
Candler Bidg. WAI. 3970 


BARGAIN in vacant piece of 

property one block from Bank- 
head highway and near Marietta 
street. Large enough for 4 smal! 


1702-7 


DECATUR 
Sacrifice for $8,000 Cash 


LOCATED an Drexel avenue, one 

block off East Lake drive on a lot 
50x125, South side street: a beauti- 
ful two-story brick and frame duplex 
apartment, house consisting of five 
reoms, one side, six- rooms the other; 
all modern conveniences. Owner leav- 
ing town, will sacrifice for quick 
sale at $8,000 cash, or $11,500 on 
easy terms. 


Call Mr. 


McKINNEY MORTGAGE 
& INVESTMENT CO. 


Insuranee 
WAL S500 


Chancellor, GEneva S8221-J 


Loans Real Estate 
aOo Hurt Bidg. 


houses: wat@r, sewer and lights 
on property. Can also be used for 


manufacturing site. Owner says 
sell pa 


KIRKWOOD SECTION 
NEW BUNGALOW 


go50 CASH—$25 per month for this 

week only, we have two of these 
beautiful five-room bungalows On 
paved street, one block from car line 


all Mr. Reeves or Mr. MeKinnon. 


CUMBERLAND REALTY 
& TRUST CO. 


WaAlnut 2550 


and on nice level, shaded lots. Every- 


thing you could want, nice rooms 
with pretty walls, hardwood floors, 


bnilt-in fixtures, tile bath, light base- 
e . ment with hot water and furnace. 
Druid Hills Exchange Cement drive to garage and beautiful 
“ : : Z de trees, Less than 15S) minutes 
$13,500. Buys well bnilt 8-room. 2@.- shade vty ig : io ps 
thd sas from Five Yoints on car. rice, 
story home in Druid Hills, having $4 950 
. e e om? 
five large rooms, ineludine one hed . 
room and -bath downstairs, 3 bedrooms CALL MR, FITCH 
and bath npstairs, steam heat. full On 


cement basement and owner will ar- , 
cept unencumbered farm #s part pay- McKINNEY MORTGAGE 
& INVESTMENT CO. 


ment: must have some cash, 
Real Estate — Loans - Insurance 


229 iCKS WAlnut 
839 Hurt Bldg. WAI. 5590 


Grant 
7921 


and 
Bidg. ERN 


North Side Bargain 


JUST OFF Briarcliff road we have a 

peach of a G-room and breakfast 
room bungalow with steam heat, 
parquet floors. tile roof and many 
other attractive features: nice, leve! 
lot with shrubbery, shade trees, 
chicken and dog runs: side drive, 
garage and servant quarters; if you 
are extra hard to piease, let us show 
vow this place; ideal neizhborhood, 
near Druid Hills car line; will include 
in sale $510 Servel large automatic 
hot water heater. nice gas range, 
drapes, shades, linoleum, ete.; this 
price is a hig saving to the pur- 
chaser: listen, $10,350; terms, $1,400 
eash,. balance like rent. Immediate 
possession, Call R. W. Evans, WAI- 
nut 1811, 


Avondale Bargain 


ON ONE of the best streets, near 

swimming pool, we have a beauti- 
ful stone bung ralow with every known 
covenience;: built for a personal home; 
circumstances make it necessary to 
make a real sacrifice for quick sale, 
Owner has actually about $4.000 cash 
paid into place and is willing to 
tak@ hest offer for eqnitv: the notes 
are only &35 month: it will pay rou 
to investigate this at once. Call WAI- 
nut 1511. 


J. H. EWING & SONS 


78 Forsyth St. 


OWN YOUR OWN HOME 


In 


WEST END PARK 


One of Atlanta’s 
Finest Community Centers 


Unusual Values Offered on Stckes Avenue in This Beautiful Section 


BANKERS SAY 


“Safest of all investments.” 


show for rour money 
its value is 


something toa 
If it’s property selected, 


WHEN rou invest in Real Estate vou have 
no one can take from you, 
certain to increase your profits. 


ti | f 
somMmevThHiINE 


We Recommend Stokes Avenue 
A NEW street in a coming section. near to transportation and schools, yet far 


from the smoke zone, where all improvements are already in and paid for. 
PRICE $1,500, cn your own terms. Let us show you this property without obligation. 


ceo. J MORRIS 


GEO. J. 
HOME BUILDING 


REAL ESTATE 
WaAl. 6438 


76-78 Pryor St., N. E. 


OO) ene ee . 


You Are the Architect of Your Own 
Destiny 


THEREFORE it is essential that vou kuild continuously: and one 


of the first things vou ought to build after vou have built your 
character and reach maturity is a home. Home is the foundation 
1 


of all that is worth while in civilization. 


WE will gladly help vouselect and perfect the plans for your home. 
according to your own ideas and dreams, 


THE Brick Veneer home here shown might meet 
ments. We will build it for 


$5,250.00 


WITH Living Room, Dining Room, Breakfast Room, Kitchen and 
three airy Bedrooms, it is, first of all, a home designed for 

comfort and convenience. The Bath is centrally located, and the 

Porch, Terrace and front Bedroom with three exposures, give the 

house added comforts and a distinctive appearance. 

THE specifications call for first-class materials throughout and in- 
clude the so-called extras and incidentals. 


your require- 


ALL we require is that you own a suitable lot, or have a substan- 
tial equity in such a lot. We require no cash and our terms 


are liberal. 
Let One of Our Representatives Give You Full Particulars. 


Atlanta Realty & Construction Company 


1002-3 HEALEY BUILDING IVy 3180 


hs sented 


DISTRESS SALE 


FOR SALE—at a big sac- 

rifice to the highest dol- 
lar above small loan. I> 
have ten nice homes, in 
any section of the city. 
Will trade for late model 
Ford or other automobiles, 
balance bonds or any busi- 
ness, 


NOW is the time to get a 
home at hall priee and 
stop nay'ng rent, No cash 
offer wil be cvefused = on 
any houses listed below. 


395 La France we 10 
rooms, lot 125x187. 


169 Claire Drive, Lakewood, 
8 rooms, lot 100x174 


_ 


131 Mortimer St., 7 rooms, 
lot 66x166. 


Side Ave.. 10 
lot 50x1492. 


36 East 
rooms, 
60 Adair Ave., Lakewood, 


5-room bungalow, lot 
500x174, 


Sie sSeaem FOU. Sts, “Du. Beet 
rooms each; these cover 
small block near State 
Capitol. 


DON’T miss these: real sacri- 
fice. I mean to sell. 


Apply. 
OWNER 
1395 La #rance St. 


Phone DEarkborn 1382-W 
or 


WAlnut 4990 


Automctive 


— 


LARGE LEVEL LOT 


HIGHLY suitab'e for any industry 

or business needing plenty of 
ground space, good car service, light 
and air. Size 110x207 feet. Located 
on North Stde thoronghfare. [Price 
$8.500. Call WAlnut 3477. 208 Grant 
building. 


ADAMS-CATES CO. 
. Realtors 


—|| 


| ee ee 


TODAY’S BEST VALUES 


—EASY terms. Lock 
$8, 250 from Virginia Avenue 
school, dandy brick bongsilow, 
six rooms ea breakfast room, Corser 
lot. Mighty good valve herr. 

—$550 CASH, West End. 
$5.500 Five-room new brick 
bungalow, bleck from Gordon street, 
Nice level lot, 


—£1500 CAST, In East 
$2, 650 Point. two bDlecks from 
cats. A good cottage on nice level 
let TAx16M. All city conveniences, in- 
c’uding gas. 

—EMORY University sec. 
$7.8 tion. A modern brick 
bungalow priced right for immediate 
sale. 
$500 Ea n £10) )6C ASH, $15 

CM. month. Two pretty 
level shaded lots in East Atlanta, 
near cars. 

—EFIGHT-ROOM home in 
$4.50 good South Bide loca- 
tion. 

—TWO-STORY, nine- 
$12.500 room brick home, This 
has slate roof, steam heat. lot 100x 
“09, level, shaded. Take good clear 
property as part. 
you just can't afford to buy a home 
till rou have seen wa. 


Jaf Hhonpom be, 


REALTORS 


Candler Bldg WA. 3935 


Automotive 


——SS rr CC 


—_ = —— --~—- —- pp —_— — 


PACKARD 


The Best Place to 
Buy a Used Car 


~™5 PACKARD sedan... .$1.150 
‘24 Packard 7-pass. sedan 1.175 
264 Chrysler coach .... 965 
'26 Studebaker Br. sedan 885 
24 LaFayette phaeton.. 790 
‘25 Dodge sedan 965 
"25 Studebaker duplex .. 565 
'25 Buick touring 545 
25 Hudson coach 445 
'25 Dodge touring 935 
’23 Packard’ twin 

touring 450 
24 Hudeon coach 38S 
24 Studebaker sedan .. 2145 


Atlanta Packard Motors 


IVy 2727 370 Peachtree 
Open Till 9 P. M. 


7 


415 
Peachtree 
LATE Packard Straight 


“8”? touring. Extra 


good .. 

26 Willys-Knight Great- 
“6” brough’m 

27 Studebaker Dictator 


$1,075 


> Chevrolet Coupe 
7 Chrysler sedan 
Buick standard tour- 


23 4-cyl. touring .. 

"23 6-45 touring 

26 Essex “6” coach.. 

25 Essex coach ... 

26 Essex coach .... 

'25 Flint coupe 

'22) Franklin coach 

'26 Hudson sedan 

‘25 Hudson sedan 

’25 Hudson coach ... 

’23 Hudson sedan 

‘22 Hudson senediter 

'22 Olds “6” touring.... 

’22 Apperson “8” touring 

'26 Dodge Spec. coupe... 595 
"26 Dodge Spec. sedan.. 650 
"26 Nash Adv. coach... S75 
'25 Nash Ady. coach... 750 
22 Nash roadster .. 100 
'24 Peerless touring.... 395 
27 Oakland landau ... 845 
'25 Olds “6” coach..... 375 
24 Willys-Knight Rd. . 225 
26 Studebaker coach .. 895 
'26 Studebaker duplex .. 750 
26 Studebaker sedan ... 895 
‘24 Studebaker touring ., 2% 


See Ours Before You Buy 


Yarbrough- 
Mentzer 
Company 
WAI. 2899 


0 


USED 


Cc 
0 


CARS 


Many to Select From at Bargain Prices 


270—PEACHTREE STREET—270 


BARGAINS 


Dodge Spscial Coupe. 
Dodge Sport Touring. 
Dodge Coach 


Dodge Special Coupe ........ 47 


Dodge Svecial Roadster 
Dodge Special Sedan 

Dodge Touring news 
Dodge Special Touring......- 
Dodge Special Sedan ....,.-. 
Dodge Special Sedan .....-- 
Dodge Special Coupe ......- 
Dodge veer, 
Dode¢e 

Dodge Touring 


BARGAINS © 


Dodge Sedan ..... 
Dedge 3-4-ton screen ie 
Ford Caupe .... 

Ford Coupe 

Ford Touring . 

Ford Tudor Sedan.«....-..- 
Ford Roadster ‘ovens ok a 
Chevrolet Touring 

Hudson Brovgham 

Essex Coach 

Hudson Coach 

Hudeon Coach ... 

Ford Truck, 1-ton panel. 

Ford l-tom stake 


Don’t Fail to Buy Your Used Car This Month 


Lambeth-Eskridge Motor Co. 


IVy 4211 
IVy 4212 
IVy 4213 
IVy 4214 


USED CAR DEPARTMENT 
270 PEACHTREE ST. 


Open Evenings Until 9 O’Clock 


EASY 
TERMS 


BUY NOW! 


Don’t Wait! 


S 


ee _— 


ae eee eee 


BUSINESS LOCATION 
With R. R. Facilities 


IN A rapidly growing industrial sec- 
tion, easily accessible to the cen- 
ter ofethe city, we offer a business 
location having generous frontage on 
two streets—one a myvin artery, to- 
gether with railroad facilities. 
proximately 45,000 square feet 
land-—-a reasonab’e cash payment and 
business-like terms on the balance. 


CALL MR. CLYATT 


*MORRIS 


REAL ESTATE — HOM\! BUILDING 
76-78 Pryor St., N. E. WAL 6435 


Automotive . 
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F. E. MAFFETT 


Inc, 


Offer This Week 
the following 
Selection of 


USED CARS 


1926 Chevrolet coach. .$475 
1926 Chevrolet landau- 


1926 Chevrolet touring 
1926 Ford 
1926 Ford 
1927 Ford 
1925 Ford 


1924 Buick Master 
touring 


1926 Oakland 2-door se- 


1926 Oakland sedan 
1926 Oakland 


roadster, 

seat 
1926 Nash advanced ‘6’ 

5-passenger tour- 


sport 
rumble 


1925 Nash advanced “6” 
touring 


1925 Nash advanced “6’’ 


5-passenger sedan 
1923 Nash 4-door sedan 
1926 Dodge coupe ....- 
1925 Dodge coupe .... 
1924 Dodge coupe 


1925 Studebaker cealal 
“6"" phaeton 


1927 Falcon-Knight 


dan 


1925 Chrysler ‘‘70” 
coach, perfect con- 


dition 750 
Call HEmlock 1164 for 


Demonstration 
Open Evenings Till 9 
TERMS OR TRADE 


F. E. MAFFETT, 


Inc. 
Used Car Dept. for Oakland 


and Pontiac Cars 


Store No. .1 
505 W. Peachtree St. 
HEmlock 1164 


Store No. 2 
978 Marietta St. 


— ws 
236 Peachtree St. 


°27 Essex Coupe ....$ 700 
’27 Essex Coach .... 
’27 Essex Sedan ... «ce: 
‘25 Essex Coach ...« 
’'26 Essex Coach ...« 
’27 Nash Coach 
’27 Chrysler Coach .. 
’26 Whippet Coach .. 
’25 Maxwell Sedan .. 
’27 Hudson Coach .-. 
°27 Hudson 
Brougham ... 
Hudson 
Brougham ... 
Hudson 
Brougham .....« 700 
Hudson Sedan ..:.. 1,450 
Hudson 
Brougham ......( (New) 
Hudson Coach «.. 575 
Dodge Coach ..,. 500 
Dodge Sport 
Roadster .....0« 
Dodge Sedan ....: 
Jordan “8” 


400 
1,150 


550 
375 


875 


230 Spring St. 


10 ESSEX Coaches, $250— 
$450. 
5 HUDSON Siiichaees $700 
—$1,450. 
5 NASH Touring Cars, $200 
—$450. 
4 DODGE Closed Cars, $350 
—$550. 
’24 Jewett Coupe ....$275 
’24 Studebaker 
Touring . 
’'25 Oldsmcbile 
Touring 
'24 Willys-Knight 
Sedan 
4 HUDSON Coaches, “$400— 
$650. 
'23 Essex 4 Coach .... 
Essex 4 Touring ......« 
Hudson 7-Pass Touring. 65 


* © © @e'oe'@ ete 250 


--eecwre 250 


soldsmith-BeckerCo 


WAlnut 8718 


LOWER 
PRICES! 


JOIN the happy throng 
of satisfied purchas- 
ers of Harrison’s 


Greater Used Car 
Values 
MORE than 100 rare 


bargains in store for 
you. Look at the prices. 


1927 Dodge Sport Tour- 
ing. Late model. 
1926 Chevrolet Touring. 
Special 200 
1927 Chevrolet Roadster. 
Practically new 495 
1927 Chevrolet 4-door se- 
dan; 2.000 miles ... 695 
1927 Chevrolet Landau Se- 
dan Sport 
1926 Chawele et Coupe. Ex- 
tra good 3 
1923 Chevrolet 
Good tires 
1926 Oakland Coach; 
inal finish 
1924 po ag Touring. Ex- 


$575 


orig- 


1923 Oakland Coupe .... 
1925 Hudson emus Spe- 

cial . 
1925 Hudson 
1925 Flint 40 Tour.ng .. 
1926 Chrysler 6 Roadster 5 
1927 Chrysler 50 Coach. 
1926 Chrysler 58 Coupe. . 
1926 Chrysler 70 Coach.. 
1927 Studebaker Coach... 
1922 Willys-Kuight sedan. 
1923 Nash 4-door Coupe.. 
1923 Packard Sedan . 
1920 Franklin Touring... 

Essex 6 Coach 

Overland Coach 

tuick 6@ Coach 

Ruick 6 Coach. 

new 

Suick 6 Sport Road- 

ster. Rumble seat; 6 

tires 

Ford Coune 

Ford Coupe 

Ford Coupe 

Ford Coupe 

Ford — 

tires 

Ford Coupe 

Ford Sedan 

2 Ford Touring 


Many More to Select 
From 


TRADES 


"Speedster . 


Like 


TERMS 


J. M. Harrison & Co 


Largest Used Car Dealers in 
the South 


111-117 Ivy St. WA. 3966 


Local Retail Dea'’er for 
Chrysler Motor Cars 


} 


D. C. BLACK 


BUICK MOTOR CARS 
Used Car Dept. 


Written Guarantees 


’'23—44 BUICK Rd. ..$ 275 
‘25—44 BUICK Rd..... 575 
°27—24 BUICK Rd. .., 1,075 
’23—38 BUICK Coach. 250 
’25—40 BUICK Coach. 675 
’'26—40 BUICK Coach. 775 
'27—40 BUICK Coach. 1,350 
’26—20 BUICK Coach., 850 
°22—45 BUICK Tour.., 125 
°24—45 BUICK Tour.., 4590 
'26—45 BUICK Tour... 675 
’26—27 BUICK Sedan., 850 
’26—47 BUICK Sedan. 950 
’'24—-41 BUICK Sedan.. 550 
'24—-33 BUICK Coupe 375 
'25—28 BUICK Coupe 675 
’26—26 BUICK Coupe 8:50 
'26—48 BUICK Coupe 950 
°26—HUDSON Brgm.., 675 
’26 NASH Brougham... 850 
°26 NASH Adv. Coach., 775 
’'26 DODGE Coupe..., 550 
"24 DG Bie. « cose ee 
’26 DODGE Rd. . «ss: #500 
’26 DODGE Sedan.... 575 
’25 DODGE Tour. ww», 275 
’26 FORD Coupe mee 275 
’"25 FORD Coupe .... 150 
°23 ESSEX “4” Tour.., 150 
’26 MARMON Sedan. .1,100 
*61"’ CADILLAC Tour. 275 
’'26 HUPP ‘8” Sedan. 975 
°26 PACKARD Sedan.. 1,350 

New PAIGE Coach 975 
’26 CHRYSLER “70” 

Coach ie.” ee 
'26 STUDEBAKER > 

Coa i 675 
'26 STUDEBAKER 

Sedan ees + orm 775 
24 STUDEBAKER 

Touring ..... 0s .e 300 
'24 STUDEBAKER 

Sedan 375 


EASIEST TERMS 


D. C. BLACK 


BUICK DEALERS 
312 Peachtree St. 
IVy 1860 


H-U-P-M-O-B-I-L-E 


Fall Clearance 


Sale 


’294 Hudson sedan ......8 450 
'26 Hupmobile “8” tour- 
ing . -ebéeese 2 
'24 Dodge touring ...... 
’25 Hupmobile 
touring 
'°26 Nash 
coupe 
'24 Studebaker 
“6” sedan 
296 Nash Advanced “6 
ee ee eer 
'26 Hudson coach ...... 
'25 Willys- Knight club 
sedan 
'24 Hupmobile “8” sedan 
’°26 Hupmobile “8” tour- 
ing 
26 Hudson brcugham .. 
‘23 Hupmobile sedan ...« 
'24 Hiudson coach ....«-« 
“57” Cadillac touring .-e 
3 Essex touring ...-.ee 
'26 Essex coach 
’25 Essex coach ..ccecs 
24 Essex coach ....---« 
‘22 Wiliys-Kuoight 7-pass. 
sedan . “eéate 
26 Ford roadster 
'25 Ford touring 
’24 Durant touring ..«-. 
’20 Buick touring ....- 
'21 Hupmobile touring. 
24 Buick “6” brougham 
25 Studebaker standard 
“6” bhrougham ..... 
’24 Buick master “ge” i- 
pass, touring ...... 
24 Studevaker touring. 
'25 Studebaker standard 
“6” phaeton .....+ 
94 Ford sedan ......+>+ 


Open Evenings Easy Terms 


Thompson-Cauthorn| 


Motor Co. 


WAlnut 9252-92553 
77-485 Peachtree St. 
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 .in the mountains, sates than risk a 
dash to the sea and safety. 

Longer Term for President. 

Shortly after the government an- 
nounced Monday that 3,000 federal 
troops under General Gonzalo Esco- 
bar had surprised 1,000 rebels in 
command of Generals Gomez and Hec- 
tor Almada and had routed them, a 
proposal to increase the presidentia! 
term from four to six years passe<i 
its first reading in the Mexican sen- 


PURSUING COME 


qUEK TRAL SEEN 
IN CASE OF REMUS 


Cincinnati, Ohio, 


While George Remus worked steadily | 


ate, 

Forty-three senators signified thei: 
willingness to support the measure, 
which also would increase the terms | 
of senators and deputies to six years. 

A few weeks ago a proposal was 
discussed whereby the life of the pres- 
ent Calles administration and con- 
i gress would be extended two years. 
The rebels met defeat in the state 

Vera Cruz Sunday. The federals 
upon the joint Gomez-Almada | 
from five sides, capturing 
500 and GOO troops, ‘according 
(to the gorernment announcement. 
Ahout 50 rebels were killed, 
100 were wounded. Federal casualties 
were light. 


: 
: | Rebels. May Seize | 
Mexican Oil Fields 


New York, October 11.—(4)— 
The New York American will say 
tomorrow that a radio message 
from Colonel Jose Ortiz, chief of 
staff to General Arnulfo Gomez, 
to Martinez de la Torre. at Vera 
Cruz, reporfs that the battle be- 
tween federal and insurgent forces 
Sunday erening ended in a draw 
and that the rebel troops are ad- 
yancing to obtain contro] of the 
oil fields. 


i 


| of 
| rame 

| forees 
| tween 


BY. G. F. FINE. 
Mexico City, October 11.—With the) 


eed 


‘ coroners 


. interruptedly 


he- : 


1t.! wound inflicted by 
while: 


over plans for his defense today. a 
verdict fixed responsibility 
upon him for the death of his wife, 
Mrs. Imogene Holmes Remus, and a 
grand jury moved toward an indict- 
ment. 

At the request of Remus, a police 
order was issued banning visitors enenid 
his cell to enable him to proceed un- 
over details of the.de-| 
fense-he will make against the first 
degree murder charge. 

The coroner's verdict read that 
“Mrs. Remus died from a_ bullet) 
George Remus.” 

Witnesses Called. 

The grand jury began its del®era- 
tions into the Remus case shortly aft- 
er completing its organization today. 


Twenty-four witnesses, including Ruth | 


Mexican revelution broken by one | 
decisive battle, government troops are | : 
pursuing General Arnulfo Gomez, and STING OF W A S P 

20 followers, and scattering bands of | BRINGS FAMILY 


other rebels who fled into the moun-| CLOSE TO DEATH 


| the time of the shooting. 
| Brown, 


who was with her mother at’ 
Mrs. J. W. 
of Mrs. Remus; 
who drove Mrs. 
Evander 
Remus 


Remns, 


mother 
Charles Stevens, 
mus taxicab; 
who took Mrs. 


Raulston, 


f 


| 


| ‘last Saturday 
ite. | 


to the hospi- | 


inferior to many others in the busi- 1 ¢ 
ness, the former government opera- 
tive said. 

“He thought I had influence with 
high officials and could secure im- 
munity for him. When his pleas fell 
on deaf ears he became incensed and 
the next thing I knew | was named 
in his divorce cross Dill.” 

At one time there was an attempt 


to settle the divorce case, Dodge as- 
October 11.—(/*) | 


serted, and Remus was angered be- 
cause his wife would not agree to 
a division that would have given Re- 
mus practically all of the property. 


‘ward E, 


Dodge said the scope of Remus’ opera- 
tions was much exaggerated and esti-' 
mated his wealth at less than $1,000,-! 
000, instead of the reputed $5,000,- 
000 or $6.000,000. 


ROPER DIES AS SECOND 


VICTIM OF AUTO CRASH 


David E. Roper, 60, of 1070 Wylie 
‘Street, the second pedestrian victim 
ito die as the result of the mishap 
in which three mem- 
bers of the Roper family were struck 
by a truck that skidded to the side- 
walk after a collision, lingered near 


a RD LAUDS 
LEGION CONDUCT 


New York, October 11.—() --Ed- 
Spafford, new national com- 
mander of the American Legion, with 


1,300 legionnaires from 
Pennsylvania and Massachusetts, re- 
| turned today on the liner Carmania 
‘from the legion convention at Paris. 

In an official statement, the new 
commander lauded the legionnaires AS | 
the finest ambassadors of peace ever | 
sent. from one nation to another. 
Their behavior in Paris, he declared, 
fully deserved General VTershing’s 
| tribute to the legion as the 
'the A. E. 

Spafford ex pressed his pleasure at | 
the ovation given the legion in 
France and voiced his pride in hav- 
ing been 
zation. 
come to 
charged 
and ridiculed charges that ver seed 
tariffs collected by hotelmen had | 
used to finance entertainment of been | 
officers of the legion. A committee 
has been appointed, he said, to sift 
all charges of profiteering. 


He said no official word h 


him of § excessive iened 


| pital. 


‘of arrangements, 


New York, | 


“soul of | 


legionnaires at Paris hotels | 


| 


, vived by 
named to head the wat og oth 


three 
and Paul saith The 
ve taken this morning to Fatrticte 


MORTUARY 


MRS. BR. J. LEE. 
Mrs. R. J. Lee, 27, of 36 Chapel road, 


mis 
died Tuesday morning at a private hos- 
She is survived by her husband: 
two sons, Clifford and Walker Lee: two 
daughters, Miss Ruth and Mise Blanche 
Lee: a brother, C J. Bedford; her parents, 
Mr. and Mre. J. LL. Bedford, and four sis- 
ters, Mrs. H. M. Crawler, of Birmingham, 
Ala.: Mrs. W. J. Lites, Mrs. Roy Bennett 
and Mre. William Williams. J. Austin 
Dillen, funeral directors, will be ion charge 


Ga.. for funeral services and ee this 
efternoon at 1 o'clock, with 
Conden company in charge. 


BILL TO CENSOR 
MOVIES OFFERED 
GOTHAM COUNCIL 


New York, October 11.—(United 
News.)—New York ought to have 
so ood healthy film censorshi 
The infant son of Mr. and Mrs. John W. _— - a ; D, 
Keener, of Riverside, died Tuesday morn- thinks President Joseph ¥i 
rat apital. iditi : : 
ig aie aie hospital. Lite sat a I | who has presented a censorship bill to 
sister, Lillian Keener. and a grandfather: | his fellow aldermen. 
T. Walker. Funeral services will be held | 
afternoon at 2:30 o'clock from the | 
residence. Interment will he in Magnolia | 
cemetery, with Ed Bond & Condon com- | 
‘pany in charge. 


KEENER INFANT. 


this 
was taken, came when most of Holly- 
wood's movie moguls were in town do- 
aa al ing some uplifting on their own ac- 
JESS LEE SMITH. count, such as promising to prescribe} 
a. Lee Smith, 6-rear-old sen of Mr. and | 


Mrs. G. Smith, of 165 Powell street, | 


salacious or sensational plots, 
. " | MeKee wants the city to deal with | 
died fehl morning at a privaice hospital. | files 
In addition to its parents, the ims 


chika tn eu | which might arouse race or} 
a pister. Mrs. Fieriman lraimer, ef creed hatred. 


— ——_ = _ a ee a 


FOR RENT-..-87 West Cain Street 


Between Williams and Luckie streets on Cain we offer for rent 
modern brick building of two floors, each fifty by two hundred | 


LE Funeral eNotices if 


PERKERSON—The friends of Mr. 
and Mrs. Samuel C, Perkerson are 
invited to attend the funeral of Mr. 
Samuel ©. Perkerson this (Wednes- 
day) afternoon at 3:30 o'clock from 


| L. Keener and Mr. 


His measure, upon which no action; Will officiate. 


the chapel of J. Austin Dillon Co. 
| Interment Greenwood cemetery. 


KEENER—The friends of Mr. 
| Mrs. John W. Keener, 


and 
Miss Lillian 
John P. Walker 
ure invited to attend the funeral of 


McKee. | the infant son of Mr. and Mrs. John 


Keener this (Wednesday) after- 
noon at 2:30 o'clock from the resi- 
dence at Riverside. Rey. T. B. Tribe 
Interment in Magnolia 
Ed Bond & Condon Co., 


|; cemetery. 


| funeral directors in charge. 


ane meee 


SMITH — The 
esse Lee Smith, : 
| Smith. Messrs. Robert and Paul 
Smith, Mr. and Mrs, Harrison Smith, 
alk of Atlanta, and Mrs. and Mrs. 
Herman Palmer are invited to attend 
the funeral of Master Jesse lee 
| Smith this (Wednesday) afternoon at 
‘airfield, Ga., at 1 o'clock. Inter- 
ment in cburchya rd. Ed Bond & Con- 
don Co., funeral directors in charge. 
| Ae A 
and Mrs. 
Mr. and 


friends of 
Mr. and Mrs. 


| HENRY—tThe friends of Mr. 
Henry, of Carl, Ga.: Mr. 
‘A = Durham, of Carl. Ga.; 
Mrs. T. A. Henry, 


of Bradenton, Fla. : 
W. Henry, of Green- 
and Mr. and Mrs. W. E. 
of Orlando, Fla., are invited 
attend the funeral of Mr. F. P. 


feet, for immediate possession. Building is sprinklered and has | 
. Soe _|Mr. and Mrs. G. 

heating system and elevator. Excellent location for storage) ville, s. &, 

rarage or wholesale business. 


Spafford declared one of his chief 
projects for the national organiza- | 
tion this year will be the organiza- 
tion on a national basis of community 
relief work conducted by many indi- 


vidual posts. In the event of a na- te this (Wednesday) afternoon at 
tional disaster such ag the Missis- 


“eat og 2:30 o'clock at Dry Pond, Jackson 
sippi floods, he pointed out, the le- | air ed y oan oO. ae Georgia. _C. 


. erguson, 


death at the Grady hospital until 
early ‘Tuesday morning before the 
end came. His wife died shortly after 
the accident, which occurred at the 
intersection of Wylie and Walthall 
streets while Mr. and Mrs. Roper, 
with their daughter, Mrs. L. M. 
Teems, were en route to the South- 
eastern fair. 


tains after the disastrous rebel defeat | 


near Ayahualulco. eee 
“The rebellion is completely crush- | Middletown, N. Y., October 1 — | 
” a , ar eg | Ww hile driving near Middletown. N. Y., | 
nounced today. “I would not dignify | Ng on his ankle and bs lost control | 
it with the name revolution. | of his car just as he was approaching 
Information received at Chapultepec Aa bridge over a railroad track. The | 
eastle, where the government's of-| car leadep 50 feet below but Cook rt 


ital, and Detective Chief Emmett Kir- | 
| gan, were summoned. | 
The 
cm 


witnesses 
shooting 


jurv 
the 


grand 
SAW 


other 


persons who Hen ry, 


to 


today | 
Prose- 
to have the; 


of No-| 


if Chester Shook stated 
"that he would request County 
Taft, II, 
the first week 


cutor Charles P. 


trial set for 


his family escaped without a scratch. 


ficial dispatches are given out, said 
additional. bands of rebels have sur- 
rendered, reducing the broken rebel | 
forces to a few handfuls. they heard a whistle and a moment 

President Calles said he thought! Jater a train plowed through the auto- 
Gomez was likely to remain in hiding mobile. 


Gate 


Then just as they climbed out of their 
ear—which was not damaged much— 


eee -- ~~ ee 


—-- 


2 


In no commodity is quality and 
economy more closely related 
than it is in 


Domestic Coal 


For ‘that reason, we have always 
maintained that it is our duty as coal 
merchants to carefully analyze and 
test every brand of cqal we sell, be- 
fore offering it to the public. 


Unless it comes up to our rigid 


' prove some of 


| understood 


| vember. 


Remus today moved toward obtain- 
ing a court order to have 
gated a safety deposit box owned by 
Mrs. Remus which George 
friend of Remus, 
bank at Lansing. 

Remus referred .v 
“liberty box.” 

“[ will undoubtedly have 
many of the papers in this 
my charges,” 


Mich, 


the box as his 


use 
to 


19 
hox 


said, 


_— — —— 


ALL CHARGES DENIED 
BY FRANKLIN DODGE. 


Lansing, Mich., October 
Franklin L. Dodge, Jr., 


11.—(P)— 
former gov- 


of George 
bootlegger, that 


declaration 


Cincinnati his 


had cached $1,800,000 in a safety de- 


| 
| 
| 
| 
* had other knowledge of the case. | 


investi- | 


' 


Connors, | 
said he located in a} 
| were 


ito be at 


Mrs. Roper suffered a fractured 
skull. Her husband was injured in- 
ternally, while Mrs. Teems sustained 
minor injuries. Following the acci- 
dent, Farland and Mareus Roper, of 
Kingsville, Texas, sons of Mr. Roper, 
notified of the eritical econdi- 
tion of their parents and rushed home 
the bedside of their father 


when he died. 


Remus | 


| ernment operative, today ridiculed the | ter, 
| reported 
| mus, 
| slain wife in conspiracy with Dodge 


Re- Ga.. 


serviees for Mr. and Mrs. 
Roper will. probably be heid Thurs- 
day at Alpharetta, Ga., where the 
bodies are to be taken today. 

In addition to Mrs. feems and the 
two sons from Texas, Mr. and Mrs. 
Roper are survived by another daugh- 

Mrs. J. O. Roe, of Alpharetta, 

and another son, Otis V. Roper, 
Atlanta. 

The drivers involved in the crash, 
'C. C. Mathis, of 112 DeKalb avenue, 


Funeral 


of 


posit box in Lansing. He became ac-| and Frank Rainey, a negro, were de- 


quainted with Mrs. 
ask- 


in 1925, Dodge said. 
He asserted he believed the woman 
was without funds: prior to her death. 
The former government agent said he. 
Mrs. Remus was at least 
partly dependent upon relatives, 

a Denies Visit to Lansing. 

The idea of Mrs. Remus and 


is absurd. If she had a safety de- 
posit box here or visited Lansing 1) 
knew nothing about it.” 

Dodge said Mrs. Remus, during the, 


standard of heat-unit quality, it is 
not good enough for you. 


Such exactness on our part costs 
the customer not a penny more. 


95 MARIETTA-~CORNER CONE ST oT 
, Walnut 4714 ‘ 


YORK COAL COQ. 


Ouality and Service 
MAin 5169 215 Grant St., S. E. 


| ing him thousands of dollars’ 
of. food. 
| said, 


ne nitentiary 
| Afrs. 
| fear for 
' She moved 


. ment 
band 


time her husband was in the peniten- 
tiary, displayed her loyalty by 


and the totals were staggering. 
After Remus was freed from 
in 1925 

Remus and she w 
her life. 
to Cleveland for a 
and dodged from apartment to apart- 
and hotel to hotel so her hus- 
would not diseover her 
abouts, he claimed. 

Remus Vengeful, 
olge described 


He Says. 


Re ‘mus as aA 


zo to any 
upon those 

that illusion. 
As a matter of fact. 


lengths to grin 
who helped 


re- 


he ranked far | 


Your New Fall Suit 

with extra pants made te order 

Fit and werkmanshi® guaranteea. or mene, 
refunded. Write er eail tor samples, 
ENGLISH-AMERICAN TAILORS 


hast 8 Housten St., Atlanta. 


| 


$37.50 


TILE FLOORS and 
457. Peachtree St 
“+, Atlanta, Ga. 


, i fied 


115 PEACHTRES 


Remus when she, | tained 
‘at the insistence of her husband, 
ied him to help free Remus from the 
| penitentiary 


} 


depositing securities in a bank here'| 


the | 
he threatened | Wilkinson. pastor of the First Bap- 
as in constant! tist church. 
Dodge continued. ' Grubb, 
time | chure *h. 


at police headquarters under 


blanket charges of suspicion. 


—m—u—a 


JUDGE W. J. THORNTON 


10 BE BURIED TODAY 


Athens, Ga.. 


October 11.—(Special.) 


Funeral services for Judge William | 


J. Thornton, 77, who died here last 


tak-| night following an illness of about 
+ bill worth) six months, will be held at the Elder 
e saw bills for food, Dodge} residence on Grady avenue at 11 


o'clock Wednesday morning. The serv- 
ices will be conducted by Rey. J. C. 


assisted by Rey. Stanley 
pastor of the First Christian 
Interment will follow in Oco- 
Bernstein Bros. Fu- 


nee cemetery. 


_neral Home is in charge. 


where- | | 


Se man |! 

who liked to think he was the great-' 
| est operator in the liquor business and | 
| would 
| venge 
| down 


| daughters 
tear| L. Elder and Miss Annie Love Thorn- 


of St. 


| 


and 


| various other interests in 


MRS. 


i from 


, Episcopal ehurch, 


-eritically 
for the past few weeks, 


'neer 


' 


| be held this afternoon at 


'(rasque will officiate. 
ibe in West 


Pallbearers will be R. L. Patterson. 
Sr.. T. P. Stanley, Judge H. C. Tuck. 
Chief of Police Henry C. Beusse. 
James Barrow, Captain J. W. Bar- | 
nett and J. W. Leaphart. 

Judge Thornton is survived by five 
Mrs. T. E. Jago, Mrs. T. 


ton, of Athens; Mrs. J. E. Hightower. 
of Americus, and Mrs. James Algie. 
Petersburg, Fla.; two sons. 
and W., Carlton Thornton, 
a sister, Mrs. J. B 
VY. B. Thornton: 
one great- 


’rince D. 
both of Athens: 
Lowe; one brother, 
eight grandchildren and 
vreat grandchild. 

Judge Thornton was well knowp 
in Athens and this section of the stafe | 
he leaves hundreds of friends 
who will mourn his death. For severa! 
iyears Judge Thornton occupied the 
| position of city recorder and had 
the city. 


PIONEER ATLANTAN, 
TOBE BURIED TODAY 


Funeral services for Mrs. Mary 
Louise Miller, wife of John Marion 
Miller, one of Atlanta’s oldest and 
best known booksellers and stationers, 
who died late Monday night at the 
‘residence, 1449 Miller avenue, will 
2:30 o'clock 
The Rey. Russell 
of the Epiphany 
and the Rev. G. W. 
Interment will 
View cemetery. 
Miller's husband, who has been 
ill at St. Joseph’s infirmary 
was reported 
to he slightly improved Tuesday night. 
Mrs. Miller wags widely known 
threughout the citv and was _ identi- 
with St. Phillips’ eathedral and 
St. Luke's Episcopal church. She 
was a meiber of the 
society. 


the residence. 
Smith, rector 


K. 


Mrs. 


as an organization of local posts. 


WILLIAMS ARRESTED 


IN TINSLEY SLAYING 


Blakely, Ga., October 11.—(4)— 
Don Williams, who was being sought 
by Early county officers on a mur- 
der warrant in connection with the 
slaying of J. J. Tinsley, 33, who was 
found slashed to death on the steps of 
his home here Saturday night, was 
taken into custody by Decatur county 
officers today. The accused man was 
turned over to Deputy Sheriff Sid 
Howell. He was brought here and 
confined in the county jail. 

Bill Brownlee, who is also impli- 
cated in the slaving, was arrested the 
day following the slaying. No motive 
for the killing has been assigned by 
the officers and both prisoners refuse 
to make a statement, 

Tinsley was killed while he was 
leaving home for Dawson to bring his 
wife and family back after a 
there, 

The accused men had called on 
Tinsley in regard to an automobile 
trade anc it is said 
ensued with the slaying following. 


COL. SCHOONMARER, 
RAIL OFFICIAL, DIES: 


Pittsburgh, Pa., October 11.—(4)— 
Colonel 
man of the board of Pittsburgh and 


Lake Erie railroad, died late tonight. 


| He was 86 years old. 


. 
ee eee ee 8 em ee 


' field 


| 


i the 
{| vestment 


| more than 
| nually, 


MARY MILLER, 
' ‘ERNEST THORNTON, 14, 


| 


F Gaxe 


NEGRO IS ELECTED 


TO GENERAL STAFF | | 


BY EPISCOPALIANS 


New York, October 11.—(#)—For 
the first time in Episcopal church his- 
tory a negro was elected to its gen- 
eral staff today, when the board of 
trustees of the American Church In- 
stitute for Negroes approved the se- 
lection of Wallace A, Battle, southern 
negro educator, for the position of 
secretary of the institute. 
Supervision of the 10 schools under 
institute which represent an in- 
of $3.000.000 and enroll | 

7.000 negro students an-! 
will be largely under 


WaAlnut 0100 


Realtors 


Healey Building | 


Visit | 


an argument: 


James M. Schoonmaker. chair- | 


| 
| 


Battle's | 


directorship, trustees said, acting with | 
' the national authority of the Episco- ; 


pal church. 


RITES AT WAYCROSS 


-_—-—s 


Waycross, Ga., October 11.—(Spe- 
cial.) —Ernest Thornton, 14, son of 
Mr. and Mrs. D. S. Thornton, of Fair- 
who died at his home Sunday 


| night after a short illness, was laid to 


: 


Woman's Pio 


est at Friendship cemetery this morn- 
ing at 11 o'clock. 

Besides his parents the deceased 
is survived by two brothers, Early 
and Clayton Thornton, of Fairfax, 
and five sisters, Mrs. A. Davis, of 
Hasty: Mrs. Clarence Dyson, of 
Sappville. and Misses Beulah, Lollie 
and Addie Thornton, of Fairfax. 


Lodge eNotices 


The regular communication 
of Malta Lodge No. 641, F. & 
A. M., will be held in the 
Masonic temple, corner Peach- 
tree and Cain streets, this 


Whzt Better Investment 


Can be found than a return of 7% to 8% 


With ABSOLUTE SAFETY 


First Mortgages on Atlanta 
Real Estate 


WEYMAN & CONNORS 


(Established in 1890) 


58 Marietta St. WAI. 2162 


~~ 


entail il, Lk aL; LLL tL: LLL LL LLL 


TO INCREASE BUSINESS | 


distribute Direct Mail Advertising which catches the eye and 
piques the interest. 


Folders and enclosures that we design are bringing results. 
Call for representative with samples. 


Foote & Davies Co, 


“Five Seconds from Five Points” 
Lithographers 
WA, 4600 


Printers Engravers 


—— EE 


“SERVICE BEYOND THE CONTRACT’ 


Real Estate Loans 


We Are Prepared to Fill Your Needs on 
Straight Loans or Loans Payable Monthly 


Quick and Courteous Service 
Reasonable Charges 


HAAS& HOWELL. 


Phone WAL 31414 


Haas-Howell Bidg. 


=" 
Trey 


a ide ed. 


SMALL FARM FOR SALE 


481 feet facing Fairburn 


20 acres and 5-room house. 
highway and car line, and 1,300 feet facing good public 
road. Only 30 minutes drive from Five Points. This 
place is clear of encumbrance and can be bought for 
$5,800 cash, no trade. The value is there to show for 


itself. 


The Holleman Realty Co. 


10 Auburn Ave. WaAlnut 5514 


Mortgage Loans 
1n% to 6% 


On Improved Real Estate in Atlanta and Vicinity 
Loans negotiated with or without annual reduction 
Dickey-Mangham Co. 


INSURANCE MORTGAGE LOANS——SURETY BONDS 
523-527 Grant Building, Telephones WAlnut 1541-2-3 


| 


;and Mrs. 


| 
| 
F 


| M. Crawley, 
i and 


| liam 


| ( Wednesday ) 


cilia 


,; terment 


, = 
will serve as pallbearers 


LEE— 
/ iR. as 
Clifford 


GARVIN—The friends of Mr. and 
Mrs. W. S. Garvin, Messrs. William 

and Robert W. Garvin, Mr. and 
Mrs. French Lovin, Miss Jessie Lovin 
and Mrs. Emma Auberry are invited 
to attend the funeral’ of Mrs. W. §8. 
Garvin this (Wednesday) afternoon 
at 2 o'clock at English Avenue M. FE. 
church, Rev. H. J. Penn will of- 
ficiate, Pallbearers selected = will 
please assemble at the residence, 526 
Griffin street, at 1:15 o'clock.  In- 
Hollywood cemetery. Awtry 
& Lowndes Co. ; 


ASHCRAFT— 
and Mrs. 
and Ruth Asheraft, Thomas, James 
and Oddie Asheraft, Jr.. Mrs. Ellie 
Roberts and Mr. and Mrs. F. A. Ash- 
craft are invited to attend the fu- 
neral of Mr. Oddie F. Asheraft this 
(Wednesday) morning at 11 o'clock 
at the residence, No. 1581 Sylvan 
road, Rev. Dan Henderson will of- 
ficiate. Interment will be in Holly- 
wood cemetery. The gentlemen 
lected as pallbearers will please meet 
at the residence. Harry G. Poole, 
funeral director. 


The 
Oddie F., 


of Mr. 


Bessie 


friends 
Asheraft, 


se- 


JONES—The fetende end relatives of 
Mr. and Mrs. Cadesman Pope Jones, 
Mr. and Mrs. Rov G. Jones, of De- 
eatur, Ga.; Mr. Harry B. Jones, Mr. 
WV. F. Jones, of Fitzgerald, 
and Mr. and Mrs. W. J. Frank- 
of Zebulon, Ga., are invited to 
the funeral of Mr. Cadesman 
Pope Jones this (Wednesday) after- 
noon, October 12, 1927, at 3 o'clock, 
at the chapel of H. M. Patterson & 
Son. Rev. B. J. W. Graham will of- 
ficiate. Interment will be in West 
View cemetery. Mr. William Akin, 
Mr. Walter Allan, Mr. John H. Baker, 
Mr. W. J. Franklin, Jr... Mr. Herman 
Jones and Mr. Carey B. Willis 
and meet at 


(a., 
lin, 
attend 


2 340 o'clock at the chapel. 


The friends of Mr. 
Lee, Blanche and Ruth Lee, 
and Walter Lee, Mr. ane 
lL. Bedford. Mr. and Mrs. H. 
of Birmingham, Ala.: Mr. 
J. Lites, Mr. and Mrs. 
and Mr. and Mrs. Wil- 
invited to attend 
of rs, R. J. Lee this 
afternoon at 2 o'clock 
36 Chapel road, 
In- 
The 
act 


ee 


and Mrs, 


M rs, J. 


Mrs. W. 
Bennett 
Williams are 


Rov 
the funeral 


the residence, 
John Green will officiate. 
terment Forrest Park cemetery. 
following gentlemen will please 
as pallbearers and meet at the resi- 
dence at 1:45 o'clock: Mr. A. J, 
Williams, Mr. J. EF. Williams, 

C. McLaren, Mr. W. M. Butler, 
Roy Rennett and Mrs. W. J. Lites. 
1. Austin Dillon Co., funeral directors 
in charge. 


SISK- "The Selonde of Mr. and 
John Sisk, Dr. and Mrs. ‘ 
Sisk, Livingston, Ala.; Dr. and 
Mr. C. N. Sisk, of Raleigh, N. C.; 
Mr. and Mrs. B. H. Sisk. of Nash- 
ville, Tenn.: Dr. and Mrs. IL. R. Sisk. 
of Madison. Wis.: Mr. and Mrs. M. 
EK. Sisk. of Greensboro, Ga.:; Misses 
Klima and Eva Sisk, of Atlanta, and 
Mr. I’. A. Sisk, ef Morgantown, N, 
(.. are invited to attend the funeral 

Sisk this 


of Mr. John Ii, 
day) morning at 10 o'clock at 


chapel of Awtry & Lowndes Co. Rev. 
S. DP. Wiggins will officiate. The 
following gentlemen are requested to 
serve pallbearers and will please 
assemble at the residence, 400 Copen- 
hill avenue, N. E., at 9:50 o’cloek;: 
ee T. W. Williams, Bayne Smith, 
J. E. Cagle, W. J. Davis, Dr. W. A. 
Clark and Dr. H. O. Byrd. Interment 
West View cemetery. 


from 
Rev. 


ee 


Mrs, 
L. K 
of 


the 


as 


MILLER—tThe 

of Mr. and Mrs. 
Minna M. Hamilton, 
Farle W. Connell, Mr. 
mond F. Monsalvatge, 
James T. Miller, Mr. and Mrs, Orme 
Miller, Mr. and Mrs. A, I. Stone, of 
Alberta. Canada: Mrs. James 6G, 
Thrower and Mr. Joseph G. Thrower 
are invited to attend the funeral of 
Mrs. John M. Miller this (Wednes- 


friends and relatives 
John M. Miller, Mrs, 
Mr. and Mrs, 
and Mrs. Ray- 
Mr. and M(rs. 


( Wednes- 


' 
° ‘ 
i 


to her husband. she 
James T. Mil- ; 


In addition 
survived by two sons, 
ler and Orme Miller; three daughters. : 
Mrs. Minna Hamilton, Mrs. Earle W. | 
(fonnell and Mrs. Raymond F. Mont- 
lugh Howell Mark Roldine 'gomery; a sister, Mrs. A. I. Stone, 
DORSEY. HOWELL & HEYMAN of Alberta, Canada; three grandsons 

jand a granddaughter. 
lawyers. 
AA to 520 Connaliv Bice Atianta. Ga 


_ ‘FUNERAL RITES TODAY 
PRIVATE LOANS FOR CADESMAN JONES | 


Diamonds, Watches and Jewelry 
W. M. LEWIS & CO. | _— i | evening at 8 o'clock. All 


4TH FLOOR PETERS BLDG. ‘ . members are urged to at- 
Funeral services for Cadesman ' tend. Visiting brothers will 
Pope Jones, died 


67, who Tuesday | always receive a Red Man's 
morning at the residence, 48 Stewart | age "" our wigwam. 
avenue, Hapeville, will be he 3 \ sy order of. 
trey por fer 7 he b Id re W. E. COOGLER, Sachem. 
eg ee. ee BROWN, Chief of Records. 
chapel of H. M. Patterson & Son. The | ‘Three Paths of Yora’’ 
Rev. B. J W. Graham will officiate ' is the subject of a public 
and interment will be in West View , lecture to he delivered 
cemeterv : Wednesday evening, Octo- 
aig ber 12, at & o'clock in 
Mr. Jones is survived by 
two sons, Roy G. Jones, of Decatur. 


e lodge room, 2038 Peach- 
and Harry B. Jones, of Atlanta: a . e V2 


(Wednesdar) evening at 7:30 

o'clock, The Entered Ap 

prentice degree will be = 

ferred by Brother C, 
Rrewer, Junior Warden. All duly auatition 
brethren are cordially and fraternally in- 
vited to attend, By order of 

NESRIT TILLY, W. M. 

DUNCAN, Sec. 


—_—-- 


————— ee eee ee 


PROFESSIONAL CARDS. | 


POPP | 


WP. Blood wort! 
Arthor Herman Herman Hermar 


We are state agents for J. R. Woolridge’s Jellico, 
Riue Gem domestic and steam coals. Whelesale only, 


= le 
TRUITT COAL & IRON CO. 


Atlanta. Ga. Phensa WAI. 0753 


COAL COAL 
Special low prices on best grade 


ui. grate and furnace coal for a few 
" AVS O} ly. 


ECLIPSE COAL CO. 


Aibert Howell. Jr, 


GEO. L. 


ee 


The regular meeting of 
Creek Tribe, No. 15. 
Oo. R. M., will be 
its hall, od floor, Red Men's 
Wigwam, 160 Central Ave., 
Ss. W., this (Wednesday) 


INDORSEMENTS business or professional per- 'and Rev. Russell K. Smith will of- 
Interest 83% a Year. Mr. Edward Johnson, Mr. H. 8S. Bart- 
will serve as pallbearers and meet at 

$20-321 ATLANTA TRUST CO. BLDG WAlnut 3300 


sons who can furnish satis- | ficiate. Interment will be in West 
No investigation fee, or other expense. Loans closed promptly. lett, Mr. Duncan MacKinlay, Mr. W. 
ithe residence at 2:15 o'clock. H. M, 

i. @. BURCKHARDT, JR., President J. B. DICKEY, Secretary-Treasurer 


$100 to $1,500 day } afternoon, October 12, 1927, at 

LOANS ON 12-30 o'clock, at the residence. 1449 

Loaned to individuals and Ts ol avenue. Rer. G. W. Grasque 

factory indorsers. View cemetery. Mr. F. R. Mason, 

Rn. Heston and Mr. John DD. Aiken: 

SOUTHERN SAVINGS AND INVESTMENT CO. nest 0 song pr 
Patte reson «& org 
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RR OP ER—¢ Deuble Funeral.) Friends 
of Mr. and Mrs. David EF. Roper, Mr. 
and Mrs. Farland G. Roper and Mr. 
and Mrs. Mareus B. Roper, Kings- 
ville, Texas: Mr. and Mrs. Otis D. 
Roper, Atlanta; Mr. and Mrs. J. C, 
Roe, Alpharetta, Ga.: Mr. and Mrs, 
Lewis M. Teems, Atlanta; Mr. and 
Mrs. S. M. Roper. Mr. and Mrs. Rob- 
ert Roper, Mr. and Mrs. Alfred Roper, 
all of Cherokee county, Georgia: Mr. 
John Roper, Cumming, Ga.; 

Rachel Minett, Barnesville, Ga., 
Mr. and Mrs. W. L. Hubbard. 

fin, Ga., are invited to attend 
funeral of Mr. and Mrs. David F, 
Roper tomorrow (Thursday) after- 
noon at 3 o'clock (eastern time) from 
the Alpharetta. Ga., Baptist church, 
Rev. Johnnie Stone officiating. In- 
terment in Alpharetta cemetery. The 
funeral cortege will leave the rest 
dence, 1070 Wrylie street, S. E., at 10 
o'clock. Sam Greenberg & Co., fu- 
neral directors, 05 Forrest avenue, 
N. E. 


On 


fig 


W. C. Jackson, C. P. A. L. L. Davis, C. PB. A. 


RICHARDSON, JACKSON & DAVIS 


Certified Public Accountants 
MEMBERS AMERICAN INSTITUTE OF ACCOUNTANTS 


1421-1425 Atlanta Trust Co. Bldg. Atlanta, Ga. 
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IVy 2314 
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| Clark's Famous Cruises 


, CUNARD-ANCHOR new oil burners, st rates 
Inclodi foes — mest 


— 


PR GCHRORGE 


vaive fer 


ROUND THE WORLD 


125 Days $1250 te $3000 
ss “Celedonia’’, sailing Jan. 16, westward 

&th cruise, includes Havana, the Canal, 

Los Angeles, Hilo, Honolulu, 19 days 

Japan and Chin Manila, Java, Burma, 

option 17 days Todia, Ceylon, Egypt, 
| Palestine, Greece, Italy, Riviera. 
| Havre(Paris), Glasgow. pe stop- 

over in the Springtime. 


THE MEDITERRANEAN 
a= Cruise, Jan. 25; 65 days, $609 to $1700 
th Rorwey Creise, June 90; 52 dos, S888 te $1968 
John T. North, 68 Broad St., N. W. 
(Cunerd Line, 44 Walton S&t.. Northwest. | 
F. C. Clark, Times Blag.. New York. 
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friends the 
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runs cic... through our 
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MADE IN ATLANTA SHOES 
Sold by leading merchants. Call for them. 


J. K. ORR SHOE COMPANY GQ 


— 
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tree building, Peachtree 
and Baker streets, 

brother, W. F. Jones, of Fitzgerald, | 

Gja., and a sister, Mrs. W. J. Frank- j 


io we Mrs. Lonise Lyerly. 
lin, of Zebulon, Ga. 


oe 


their friends are cordially 
invited to hear this very interesting talk on 
how to obtain union with God, 


BAZEMORE 
SERVICE 


Prompt and Efficient 
Capitol Square and Washington 
Phone WAlnut 9714 


Ed. Bond & Condon Co. 
Funera! Directors 
Ambulance Lady Attendant 
i25 ivy Street. Z. EB WAinst 176: 


M5, 


Purchase Money Notes Bought and Second Mortgage 
Loans Made on Atlanta Real Estate 
Reasonable Rates Prompt Service 


WOOLFORD REALTY COMPANY 


983 (Old No. 343) Luckie St., N. W. WAlnut 5457 


— 


et ae 


lanta Theosophists and 
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DEAF MUTE MINISTER 
BETTER AFTER ILLNESS 


' 


F. M. Freeman. deaf mute | 
list of the Methodist Episcopal | 
south, who was taken serious- 
ill Sunday near Knoxville, Tenn.. 
while returning home from a vaca- 
_tion in Cineinnati, was reported to, 
‘be slightly improved Tuesday night 
'at his home. 
He has been a preacher for the deaf 
, mutes in and around Atlanta for the 
| past 15 years and prior to that time 


0 he taught in the state school for the 
ideaf at Cave Springs, Ga. 


and avoid penalty | 
Educators To Meet. | 
CITY OF 


Rome, Ga., October 11.—(#)-—S8u- | 
ATLANTA 
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FIRST MORTGAGES 


We are equipped to make loans at attractive rates ip Atlanta, 
in Georgia towns of over 10,000 population. 

Recommendation of out-of-town loans can be given the day application and photo 
grapb are received. 


MORTGAGE BOND & TRUST COMPANY 


F. W. Patterson, V. P. wis, Pres. M. BR. McClatchey, ¥V. P. 
47 North Broad Street ATLANTA. GEORGIA WAlnat 2240 


(COLORED.) 
M’GHEE—tThe friends and relatives 
of Mr. Crawford McGhee, Mr. and 
Mrs. J. P. Spinks, Mrs. Lillian 
Shorter, Miss Alberteen Shorter, Miss 
Genevieve Shorter, Miss Roberta 
Shorter, Mr. William Shorter, Mrs. 
F. B. Wilkinson, of Anniston, Ala.: 
Mrs. Georgia Rhodes and Mrs. Gloden 
Reid. of St. Louis, Mo., are invited 
to attend the funeral of Mr. Crawford 
McGhee this (Wednesday) morning, 
October 12, 1927, from Liberty Bap- 
tist church at 12 o'clock. The deacons 
of the church have been selected as 
pallbearers and will meet at the 
chapel of Cox Bros. at 11 o'clock. Rev, 
. Mie Perry eee B septs a 
the National cemetery, Marietta, 
charge. 


its subushs, and 


FOR SALE 


aaa a a ee eee 
Flat newsprint paper suitable for small 
publishers and job printers. The price is 
right. 

St Tat - ho deletes hse Rhee diies Mikes Ietediinenta. Inia 


P. 0. Eox 1731, Atlanta, Ga. 


o7 
First Mortgage Loans at 53%, 6%, 63%, 77 
ATLANTA AND DECATUR REAL ESTATE 
On residential, business and apartment properties 
PERIO OF FIVE. SEVEN AND TEN YEARS 
Also First and Second Mortgages repayable in month!s installments. 
LEOPO UR 


HAAS & HAAS 


1108 Fourth National Bank Building Phones: WAlnut 5208-5209 


perintendent and principals of schools | 
in the seventh congressional district 
will meet in Rome Wednesday. Octo- 
ber 19. There are 21 schools in the 
jdistrict association, = .—S— 


